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IDodcet  No.  BM76-a6] 

UCENSED  PROJECT  INFORMATION  DATA 
Proposed  New  Reporting  Form  161 

Jtn.T  20,  1976. 

Notice  is  giyen  pursuant  to  the 

Administrative  Procedure  Act.  5  UJS.C. 
553  and  Sectkms  3(13),  4(a).  4(b).  4(c). 
10,  19.  20.  202.  205,  206,  207,  301(a). 
302(a).  3(M.  309.  and  311  of  the  Federal 
Power  Aot,^  that  the  Commission  pro¬ 
poses  to  add  Section  141.62  to  Part  141 
at  the  Approved  Forms  Under  the  Fed¬ 
eral  Power  Act  to  provide  ttiat  new  FPC 
Form  No.  161  be  required  for  reporting. 
Hie  proposed  new  form  would  be  en¬ 
titled.  "Licensed  Project  Information 
Data.” 

During  the  period  of  critical  energy 
needs,  such  as  the  nation  is  currently 
ezperimcing,  the  public  interest  requires 
that  the  Commiasitm  have  available  to 
it  current  and  continuing  information 
on  the  hydrodectrtc  projects  licensed  by 
the  Commisskm.  Hie  proposed  form 
woidd  also  be  in  furtherance  of  the  COm- 
mlsaion’s  respmisibility  under. Part  I  of 
the  Federal  Power  Act  that  these  licensed 
INojects  are  . .  best  adapted  to  a  com- 
prdiensive  plan  fcnr  improving  or  de¬ 
veloping  a  waterway  or  waterways  *  *  * 
for  •  •  •  beneficial  public  uses,  includ¬ 
ing  recreational  purposes  *  *  *”  16  U.S.C. 
803(a). 

On  September  26,  1973,  in  Docket  No. 
R-438.  the  C(xnmission  issued  Order  No. 
494,  amending  Pajt  2,  Chapter  I,  Htle 
18  (k  the  Code  of  Federal  Regidations  and 
setting  forth  Coimnission  policy  for  the 
development  of  a  fully  automated  com¬ 
puter  regulatory  ssrstem  to  provide  such 
infmmation.  When  develop^  and  fully 
operative,  the  system  will  provide  prompt 
and  ready  access  to  data  contained  in  a 
central  tiectronic  data  bank,  eliminating 
the  duplicatioa  of  information  now  col¬ 
lected  and  reducing  the  quantity  of  ex¬ 
isting  manual  files.  Hiis  system  will  not 
only  facilitate  the  evaluation  and  an- 
al3r^  of  all  data,  but  it  will  also  ac¬ 
commodate  the  devdopment  of  new  reg¬ 
ulatory  techniques. 

In  Order  No.  494,  the  Commission 
stated  that  all  exi<<ting  “hard  copy”  pub¬ 
lic  use  fmms  would  be  redesignated  and 


141  Stet.  1004.  1065.  1068-1070,  1073,  1074; 
48  Stet.  888.  840,  843-844,  848,  849,  851-856, 
858.  868;  67  Stet.  461:  83  Stet.  617;  16  US.C. 
796(18),  707(a).  787(b),  797(e).  808,  812,  813, 
824(a).  834(d).  834(e),  834(f).  82S(a),  826a 
(a) .  836e.  835(c) .  82Sh.  825J. 
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consolidated  to  eliminate  redundancies 
and  that  instructicxis  for  reporting  would 
be  clarified  by  use  of  Electronic  Data 
Processing  (EHP)  Technology.  Public 
use  form  information,  as  it  is  presently 
sihmitted,  will  be  replaced  by  the  sub¬ 
mission  of  individual  data  elements 
within  a  general  data  element  and  code 
scheme.  It  is  anticipated  that  this  major 
system  revision  will  result  in  the  reduc¬ 
tion  of  the  total  nunher  of  data  items 
currently  transmitted  to  the  Commission 
by  the  respondents. 

In  Order  No.  494,  the  Commission 
further  stated  that  the  development  of 
the  automated  computer  information 
system  would  be  effected  through  the 
use  of  phased  rulemaking  proceedings  in 
which  various  Commission  reporting 
procedures  and  report  forms  would  be 
restructured.  To  this  end.  Form  No.  161 
is  designed  to  incorporate  into  a  readily 
retrievable  data  processing  system  the 
information  cinrently  submitt^  on  FPC 
Form  Nos.  9  *,  and  80  *. 

Several  minor  deletions  of  data  from 
the  present  FPC  Form  No.  80  have  been 
incorporated  into  the  new  sthedule. 
These  changes  were  made  to  delete  items 
of  data  which  experience  has  proven  to 
be  either  sujjerfiuous  or  unduly  confusing 
to  respmidents. 

It  is  noted  that  the  due  dates  for  the 
new  schedules  relating  to  public  recrea¬ 
tional  opportunities  have  been  changed 
to  ,^ril  30  of  each  odd-numbered  year 
from  the  Form  80  date  of  November  30 
of  each  odd-numbered  year.  Hius,  the 
first  year  reported  under  the  new  sched¬ 
ules  would  be  calendar  year  1976,  due 
April  30,  1977.  It  is  felt  that  this  revised 
due  date  will  provide  more  up  to  date 
data  on  a  more  timely  basis.  It  is  antici¬ 
pated  that  a  one-year  period  of  parallel 
reporting  will  be  required  for  system 
evaluation.  Assuming  successfiil  opera¬ 
tion  of  the  new  system  within  such  time 
period,  the  present  Form  Noe.  9  and  80 
for  these  respondents  would  then  be 
eliminated. 

Specific  details  of  the  proposed  report¬ 
ing  scheme  and  related  procedures  are 
included  as  separate  attachments  to  this 
rulemaking  as  follows: 

Attachment  A  contains  general 'and  de¬ 
tailed  Instructions  for  each  specific  schedule 
to  be  submitted  by  the  respondent. 

Attachment  B  is  a  comparison  and  refer¬ 
ence  list.  This  list  cross  references  current 
reporting  requirements  with  that  proposed, 
at  the  same  time  describing  additions,  dele¬ 
tions,  and  other  peculiarities  related  to  the 
changeover. 


*  18  CPR  141.18. 
»  18  CFR  141.14. 


Attachment  C  Is  data  standards. 

Attachment  D  contains  a  sanq>le  of  sched¬ 
ules  to  be  submitted  by  the  respondent. 

All  data  and  information  submitted 
pursuant  to  this  new  form  would  be  re¬ 
quired  to  be  subscribed  and  verified  by  a 
duly  authorized  executive  oflBcer  of  the 
respondent  as  being  factually  accurate 
and  complete  to  the  best  of  his  or  her 
knowledge  according  to  the  Commis¬ 
sion’s  Rules  of  Practice  and  Procedures 
(18  CFR,  Part  1).  An  original  and  four 
copies  of  each  completed  form  would  be 
required  to  be  filed  with  the  EWeral 
Power  Commission. 

The  Commission,  through  the  Office  of 
Public  linformation,  is  considering  the 
possibilities  of  making  available  copies 
of  the  input  schedules  as  received,  copies 
of  verified  hard  copy  printouts  of  the 
input  schedules,  and  hard  copy  printouts 
of  certain  financial  statements  in  a  for¬ 
mat  similar  to  previous  pages  of  the  pub¬ 
lic  use  forms. 

Any  interested  person  may  submit  to 
the  Federal  Power  Cmnmlssimi.  825 
North  Capitol  Street,  N.E.,  Washington, 
D.C.  20426,  to  be  received  no  later  than 
September  20,  1976,  data,  views,  ccan- 
ments  or  suggestions  in  writing  concern¬ 
ing  all  or  part  of  the  amendments  pro¬ 
posed  herein.  Written  submittals  will  be 
placed  in  the  Commission’s  public  files 
and  will  be  available  for  public  inspec¬ 
tion  at  the  Commission’s  Office  of  Public 
Information,  Room  1000,  825  North  Cap¬ 
itol  Street,  NE..  Washington,  D.C.  20426, 
during  regular  business  hours.  The  Com¬ 
mission  will  consider  all  such  written 
submittals  before  acting  on  the  matters 
herein  proposed.  An  original  and  14  con¬ 
formed  c(H>ies  should  be  filed  with  the 
Secretary  of  this  Commission.  Submit¬ 
tals  to  the  Commission  should  indicate 
the  name,  title,  mailing  address  and  tele¬ 
phone  number  of  the  person  to  whom 
commimications  concerning  the  proposal 
should  be  addressed,  and  whether  the 
person  filing  submissions  requests  a  con¬ 
ference  with  the  staff  of  the  Federal 
Power  Commission  to  discuss  the  pro¬ 
posed  form.  The  staff,  in  its  discretion, 
may  grant  or  deny  written  requests  for 
conference  prior  to  or  subsequent  to  the 
filing  of  formal  submittals. 

In  order  to  expedite  and  assist  the 
Commission  in  its  review  and  analysis 
of  the  conunents  it  receives,  all  such  sub¬ 
mittals  are  to  be  presented  according  to 
response  codes.  E^ach  segment  of  a  re¬ 
spondent’s  comments  is  to  be  headed  by 
one  of  the  following  response  code 
numbers: 
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Response  Ckxle: 

A.  ComplUmee  burden : 

01  1.  Costs  oflmplementlng  proposed  program, 

oa  a.  Time  frame  expected. 

03  3.  Cost — manhours  aspect. 

B.  Comments  with  respect  to  the  following  considerations: 

04  1.  Hardware. 

06  a.  Software. 

06  3.  Schedule  design  w  layouts. 

07  4.  Media. 

06  5.  Preparation  difficulties. 

00  6.  Certification. 

10  7.  Others. 

C.  Specific  schedule  comments: 

11  1.  Field  size, 

la  a.  Field  title. 

18  3.  Addition  of  a  field.  . 

14  4.  Deletion  of  a  field. 

16  6.  Addition  data  elements. 

16  6.  Data  standards. 

17  7.  Deletion  of  data  elements. 

18  8.  Clarity  of  presentation. 

19  9.  Instruction  narrative. 

ao  10.  Combine  schedules  with  other  (s). 

ai  11.  Add  or  delete  schedule, 

aa  D.  Duplicate  reporting  plan. 
a3  E.  Acceptability  for  Federal  and  State  vise. 
a4  F.  Acceptability  for  general  public  use. 

O.  General  reaction: 

36  1.  Support  the  principles  and  purposes  of  the  proposal. 

36  a.  No  objections  to  the  principles  and  purposes  of  the  proposals  but  offering 

suggestions  regarding  Implementation. 

37  3.  Oppose  and  disagree  with  the  principles  and  purposes. 

38  H.  Other. 

The  proposed  amendments  to  Part  141  of  the  Commission’s  Approved  Forms 
Under  the  Federal  Power  Act  would  be  made  pursuant  to  the  authority  granted  the 
Commission  by  Uie  Federal  Power  Act,  as  amended,  particularly  Sections  3(13), 
4(a),  4(b),  4(c),  10,  19,  20,  202,  205,  206,  207,  301(a),  302(a),  304,  309,  and  311,* 

*  Supra,  note  1.  i 


Effective  for  the  reporting  year  1978, 
the  Commission  proposes  to  amend  Part 
141,  Statements  and  Reports  (Sched¬ 
ules)  ,  in  Subchapter  D — Approved 
Forms,  Federal  Power  Act,  Chapter  I, 
Title  18  of  the  Code  of  Federal  Regula¬ 
tions  by  adding  a  new  $  141.62  prescrib¬ 
ing  new  FPC  Form  No.  161,  Licensed 
Project  Information  Data  as  set  out 
hereto.  New  $  141.62  will  read  as  follows: 

§  141.62  Form  No.  161 — Licensed  Proj¬ 
ect  Information  Data. 

(a)  The  form  of  the  report  for  licens¬ 
ees  of  privately  owned  projects  under 
Commission  license  (major)  whether 
utility  or  industrial  hereby  designated  as 
P.P.C.  Form  No.  161 — ^Licensed  Project 
Information  Data  is  prescribed  for  the 
calendar  year  1976  and  thereafter. 

(1)  Each  licensee  of  a  privately  owned 
project  imder  Commlssi<xi  license  (ma¬ 


jor)  whether  utility  or  industrial  shall 
prepare  and  file  with  the  Commission  for 
the  years  beginning  January  1, 1976,  and 
each  year  thereafter,  on  or  before 
April  30  following  the  close  of  the  calen¬ 
dar  year,  an  original  and  four  copies,  all 
subscribed  and  verified.  One  copy  of  said 
report  should  be  retained  by  the  respond¬ 
ent  in  its  files.  This  general  data  report 
filed  annually  contains  the  following 
schedules: 

Tnfoouvtion  Concerning  Licenses  and  Loca¬ 
tion  of  Reports 
Licensed  Project  Plant 

Licensed  Project  Plant — Classified  by  Devel¬ 
opments 

Additions,  Retirements  and  Adjustments — 
Licensed  Project  Plant 
Accumulated  Provision  for  Depreciation  of 
Licensed  Project  Plant 
Accumulated  Provision  for  Depreciation  of 
Licensed  Project  Plant  According  to  Func¬ 
tional  Classification 


Accumulated  Provision  for  Amortization  of 
Licensed  Project — Balances  and  Changes 
During  Tear. 

Accumulated  Provision  for  Amortization  of 
Licensed  Project  Plant  According  to  Func¬ 
tional  Classification  > 

Depreciation  Expense  for  Licensed  Projects 
Amortization  Expense  for  Licensed  Project 
Amortlaztlon  Reserve — ^Federal 
Operation  of  Licensed  Projects  and  the  Sale 
or  Use  of  Energy  Produced 
Monthly  Net  Generation  by  Licensed  Proj¬ 
ect 

Licensed  Projects  Annual  Energy  Deductions 

(2)  Each  licensee  of  a  project  under 
major  or  minor  Commission  license  shall 
prepare  with  respect  to  each  such  proj¬ 
ect  development  owned  and  file  by 
April  30  of  each  odd-numbered  year,  an 
original  and  four  conformed  copies  of  in¬ 
formation  respecUng  use  and  develop¬ 
ment  of  project  recreational  facilities  in 
FPC  Form  No.  161.  Forms  filed  subse¬ 
quent  to  the  initial  filing  need  be  com¬ 
pleted  only  to  the  extent  necessary  to 
correct,  supplement,  update,  or  add  to 
the  information  suppll^  in  a  previously 
filed  form.  One  copy  of  the  report  should 
be  retained  by  the  correspondent  in  its 
file.  This  recreational  report  contains  the 
following  schedules: 

Licensed  Project  Recreation  Data — Part  I 
Licensed  Project  Recreation  Data — Part  11 
Licensed  Project  Recreation  Data — Part  III 
Licensed  Project  Recreation  Data — Part  IV 
Licensed  Project  Recreation  Data — Text 

A  licensee  may  request  an  exemption 
from  any  further  filing  of  this  portion  of 
Form  No.  161  for  a  project  or  any  devel¬ 
opment  thereof  which  has  no  recrea¬ 
tional  use  or  potential,  by  submitting  a 
statement  not  later  than  6  months  prior 
to  the  due  date  for  the  next  filing,  stat¬ 
ing  that  information  respecting  use  and 
development  of  public  recreational  op¬ 
portunities  has  been  filed  previously  for 
the  project  or  development  thereof  and 
setting  out  the  basis  for  believing  that 
the  project  has  no  recreational  use  or 
potential.  Any  licensee  that  has  received 
Commission  exemption  or  deferment  of 
further  filing  of  FPC  Form  No.  80  for  a 
licensed  project  development  would  be 
considered  to  be  exempt  or  deferred  from 
filing  this  portion  of  FPC  Form  No.  161, 

The  Secretary  shall  cause  prompt 
publication  of  this  notice  to  be  made  in 
the  Federal  Register. 

By  direction  of  the  Commission. 

Kenneth  F.  Plumb, 

Secretary. 
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FEDERAL  POWER  COMMISSION 
REGULATORY  INFORMATION  SYSTEM 


Form  l6l 


Licensed  Projects  -  Information  Data 


1  of  1 


GENERAL  INSTRUCTIONS 


Licensed  Projects:  Is  defined  as  any  unit  of  improvement  or  develop¬ 
ment  of  a  licensee  or  any  assignee  or  successor  in  Interest  thereof 
as  defined  in  Sections  3  and  4  of  the  Federal  Power  Act. 


Submission  requirements: 
Respondent  Category 


All  FPC  Licensees 


Schedules 

199-202,  205- 
212,  639-640 


Old  FPC 
Form 


All  FPC  Licensed  700-703,  706 

Project  Developments 


Submission  Date 

Annually  ,  by  April 
30,  for  the  previous 
calendar  year  ending 
December  31 

Biennially,  by  April 
30,  of  each  odd  num¬ 
bered  year,  for  the 
two  years  ending  as 
of  December  31  of 
the  previous  year 


The  reporting  period  entered  by  the  respondent  on  each  schedule 
represents  the  ending  period  (month,  day,  year)  of  the  period  to  which 
the  data  applies,  not  the  date  the  schedule  was  completed.  An  example 
for  an  annual  submission  would  be  12/31/76. 

Prior  to  mailing' the  schedules  to  the  Commission,  the  respondent 
must  complete  FPC  Schedule  0100,  Index  of  Public  Use  Schedules  Sub¬ 
mitted,  and  submit  it  with  the  completed  schedule(s). 

Footnotes  cannot  be  placed  directly  on  any  public  use  data 
schedule.  FPC  Schedule  0000  is  used  for  a  footnote  entry. 

— 

Additional  statements,  maps,  diagrams,  charts  or  other  documen¬ 
tation  supportive  to  the  data  schedules  not  otherwise  specifically 
required  should  enter  and  submit  the  supplemental  information 
utilizing  FPC  Schedule  1000. 

All  Schedules  should  be  forwarded  to: 

,  1  ,  ,  ^  \  ' 

I  Federal  Power  Commission 

825  North  Capitol  Street,  N.E.  ' 

Washington,  D.C.  20426 
ATTN:  Office  of  the  Secretary 


FPC  For*  131 
(3-76) 
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1 

K, 

l§ 

FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTBDCTIONS :  INFORHATION  CXmCEBNING  LICENSES 

SCHEDULE  0199  AND  LOCATION  OF  RECORDS 

1  of  2 

I.  DESCRIPTION 

This  schedule  is  used 
records . 

to  collect  particulars  concerning  licenses  and  location  of 

• 

II.  GENERAL  INFORMATION 

A.  This  schedule  shall  be  submitted  by  Licensees. 

B.  Respondents  shall  complete  all  data  fields  on  this  schedule  In  their  first  sub¬ 
mission.  Thereafter,  any  changes  to  the  data  reported  on  this  schedule  will  re¬ 
quire  a  full  resubmlsslon  of  all  data  on  this  schedule  including  data  which  has 
changed. 

C.  For  all  locations,  report  only  state  and  city  (data  fields  7,  9,  11,  13,  15  and 

17) .  Enter  the  two  character  state  abbreviation,  from  the  Register  of  Data  Stand- 
*ards,  IDSTAT.  followed  by  the  city  name  (IDCITT). 

III.  DETAILED  INSTRUCTIONS 

The  following  data  fleld-by-data  fields  Instructions  are  cross-referenced  to  the  cor-  ) 

responding  schedule  layout  by  data  field  nuad^er:  | 

Data  Field  Number 

Instructions 

1  (Key) 

Project  Number  (A5) :  (IDLPRJ) 

2 

Project  Name  (A20) :  (IDLPRJ) 

3  (Key) 

Date  License  was  Executed  by  Federal  Power  Commission  (N6) : 

Enter  the  date.  In  the  format  MMDDYT.  (TMDATE) 

4 

Effective  Date  of  License  (N6):  Enter  the  date  Issued  unless 
otherwise  specified  In  license.  In  the  format  MMDDYY.  (TMDATE) 

5 

Date  Project  was  Placed  In  Operation  Under  License  (N6): 

Enter  the  effective  date  of  license  If  project  was  already 
constructed  when  license  was  Issued,  In  the  format  MMDDYY. 
(TMDATE) 

6 

Custodian  of  General  Books  Relating  to  Project  (A16):  Enter 
full  name  If  possible,  otherwise  enter  Initials  for  first  and 
middle.  (IDNAME) 

7 

Location  of  General  Bodes  Relating  to  Project  (A22) :  Enter 
the  state  abbreviation,  from  the  Register  of  Data  Standards, 
IDSTAT.  followed  bv  the  city  name  (IDCITY) . 

8 

^  / 

Custodian  of  Records  Relating  to  Plant  Accounts  (A16):  Enter 
full  name  If  possible,  otherwise  enter  Initials  of  first  and 
middle  names.  (IDNAME) 

FPC  For*  131 
(3-76) 
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DETAILED  INSTRUCTIONS i 
SCHEDULE  0199 


FEDERAL  POWER  COMMISSION 
REGULATORY  INFORMATION  SYSTEM 


INFORMATION  CONCERNING  LICBISES 
AND  LOCATION  OF  RECORDS 


Data  Field  Number 


Instructions 

Location  of  Records  Relating  to  Plant  Accounts  (A22) :  Enter 
the  state  abbreviation*  from  the  Register  of  Data  Standards* 
IDSTAT,  followed  by  the  city  name  (IDCITT). 

Custodian  of  Operating  Records  (A16) :  Enter  full  name  If 
possible*  otherwise  enter  Initials  of  first  and  middle  names. 
(IDNAME) 

*  A 

Location  of  Operating  Records  (A22) :  Enter  the  state  abbre¬ 
viation*  from  the  Register  of  Data  Standards*  IDSTAT*  followed 
by  the  city  name  (IDCITT) . 

Custodian  of  Licensee* s  Copies  of  Annual  Reports  to  Federal 
Power  CoiMttlsslon  (AISTT  Enter  full  name  If  possible*  otherwise 
enter  Inlbials  for  first  and  middle  names.  (IDNAME) 

Location  of  Licensee *o  Copies  of  Annual  Reports  to  Federal 
Power  Commission  (A22) :  Enter  the  state  abbreviation*  from 
the  Register  of  Data  Standards*  IDSTAT,  followed  by  the  city 
name  (IDCITT) . 

Custodian  of  Licensee *o  Copy  of  Project  License  (A16) :  Enter 
full  name  If  possible*  otherwise  enter  initials  for  first  and 
middle  names.  (IDNAME) 

Location  of  Licensee* s  Copy  of  Project  License  (A22) :  Enter 
the  state  abbreviation*  from  the  Register  of  Data  Standards* 
IDSTAT,  followed  by  the  city  name  (IDCITT) . 

Custodian  of  Maps  and  Other  Exhibits  Made  Part  of  License 
(A16) :  foter  full  name  If  possible*  otherwise  enter  Initials 
for  first  and  middle  names.  (IDNAME) 


18-20 


location  of  Maps  and  Other  Exhibits  Made  Part  of  License 
(A22) :  foter  the  state  abbreviation*  from  the  Register  of 
Data  Standards*  IDSTAT.  followed  by  the  city  name  (IDCITT) . 

State  In  Which  Project  Is  Located  (A2) :  Enter  the  abbrevia¬ 
tion  for  each  state  In  which  project  Is  located*  from  the 
Register  of  Data  Standards*  IDSTAT. 
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FPC  Fora  131 
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PtOPOSED  RULES 


DETAILED  INSTRUCTIONS: 
SCHEDULE  0200 


Data  Field  Nuiaber 


FEDERAL  POWER  COMMISSION 
REGULATORY  INFORMATION  SYSTEM 


LICENSED  PROJECT  PLANT 


2  of  2 


Instructions 


Account  Title  (A35):  (IDDESC) 

Balance  Beginning  of  Year  (N9)  DOL:  Report  in  dollars. 
Additions  (N9)  DOL:  Report  in  dollars. 

Retirements  (N8)  DOL:  Report  in  dollars. 

Adjustments  (N8)  DOL:  Report  in  dollars. 

Transfers  (N8)  DOL:  Report  in  dollars. 

Balance  Ead  of  Year  (N9)  DOL:  Report  in  dollars. 
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PtORAL  MOISTB,  VOi.  41,  NO.  147— TNUISOAY,  JULY  >f,  1974 


I 


DETAILED  INSTRUCTIONS: 
SCHEDULE  0202 


FEDERAL  POWER  COMMISSION 
REGULATORY  INFORMATION  SYSTEM 


ADDITIONS,  RETIREMENTS  AND 
ADJUSTMENTS  -  LICENSED  PROJECT  PLANT 


I.  DESCRIPTION 

This  schedule  Is  used  to  collect  deteils  of  licensed  project  plsnt  additions,  retire¬ 
ments  and  adjustments  for  the  year. 

II.  GENERAL  INFORMATION 

A.  This  schedule  shall  be  submitted  by  all  Licensees. 

B.  Respondents  shall  complete  all  data  fields  on  this  schedule  anntially. 

C.  If  the  project  consists  of  more  than  one  development,  each  addition,  retirement 
and  adjustment  should  be  Identified  with  the  specific  development  (entered  In  data 
field  5). 

D.  Data  field  6  responses  would  agree  with  responses  to  data  fields  5  (additions), 

6  (retirements)  and  7  (adjustments)  on  Schedule  0201,  Licensed  Project  Plant  - 
Classified  by  Developments. 

E.  List  additions  first,  followed  by  retirements  and  then  adjustments  to  project  plant. 
Totals  for  each  type  of  plant  changed  (addition,  retirement  and  adjustment),  shall 
be  entered  as  the  last  entry  of  each  group  by  entering  the  word  "Total"  In  data 
field  5. 

III.  DETAILED  INSTRUCTIONS 


The  following  data  fleld-by-data  field  Instructions  are  cross-referenced  to  the  cor- 
irespondlng  schedule  layout  by  data  field  number: 


Data  Field  Number 


Instructions 


1  (Key) 


3  (Key) 


4  (Key) 


Project  Nuiid>er  (A5):  (IDLPRJ) 


Project  Name  (A20) :  (IDLPRJ) 

Type  of  Pj^t  Change  (AlO) :  Enter  either .  "addition" ,  "retlre- 
ment''nBr  '^adjuTtment"  depending  on  the  type  of  plant  change 
being  reported.  (IDDESC) 

Account  Number  (N3.2):  Report  the  account  number  to  which  each 
plant  addition,  retirement  and  adjustment  was  recorded.  (ACCTML] 


Name  of  Develot 


(A35):  (IDDESC) 


Change  Amount  (N9)  DOL:  Report  the  amount  of  the  plant  addi¬ 
tion;  retirement  or  adjustment. 

Particulars  (A72):  Describe  the  particulars  of  each  addition, 
retirement  and  adjustment.  For  any  addition  Include  the  cost 
of  each  job  or  work  order.  For  additions  of  large  Items  of 
equipment,  state  the  equipment  and  Installation  cost  comprising 
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PROPOSED  RULES 


[ 

FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

• 

DETAILED  DISTRDCTIOMS :  ADDITIONS,  BETIREMENTS  AND 

SCHEDULE  0202  ADJUSTMENTS  -  LICENSED  PROJECT  PLANT 

■>< 

2  of  2  ' 

Data  Field  Nximber 


7  (coat'd) 


Instroctlons 

total  cost.  For  any  retirement  include  the  kind  of  property 
unit  retired,  year  of  Installation,  and  nuiid>er  of  units  re¬ 
tired.  For  any  Adjustment  disclose  the  purpose  of  the  adjust¬ 
ment,  the  plant  units  with  respect  to  which  the  adjustment 
is  made,  and  the  contra  accounts  affected  by  the  adjustment. 
For  any  adjustment  made  in  compliance  with  an  order  of  the 
Commission,  give  date  and  other  reference  to  the  Commission's 
order.  (IDDESC) - 
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FEDERAL  POWER  COMMISSION 
REGULATORY  INFORMATION  SYSTEM 


DETAILED  INSTRDCTIOMS :  ACCDMDLATED  PROVISION  FOR  DEPRECIATION  OF 
SCHEDULE  0205  LICENSED  PROJECT  PLANT 


I.  DESCRIPTION 

This  schedule  Is  used  to  collect  Information  concerning  the  accumulated  provision  for 
depreciation  of  licensed  project  plant. 


.  This  schedule  shall  be  submitted  by  Licensees. 

B.  Respondents  shall  complete  all  data  fields  on  this  schedule  annually. 

.  Explain  in  data  field  7  any  Important  adjustments  during  the  year  to  any  account  or 
item  covered  by  this  schedule. 

.  Complete  data  field  6  only  when  both  data  fields  4  and  5  are  completed. 

III.  DETAILED  INSTRUCTIONS 

The  following  data  field-by-data  field  Instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  data  field  ntsnber: 


Data  Field  Number 


Instructions 


1  (Key) 


Project  NunJ)er  (A5) :  (IDLPRJ) 


Project  Name  (A20):  (IDLPRJ) 


3  (Key) 


Account  Title  or  Item  Description  (A42) :  Preprinted  entries. 
Provide  a  description  for  the  "Other  Debit  or  Other  Credit 
Items"  in  data  field  7  below.  (IDDESC) 

Electric  Plant  in  Service  (N9)  DOL:  Enter  the  amount  Included 
in  plant  in  service  related  to  the  entry  listed  in  data  field 
3  above. 

Electric  Plant  Leased  to  Others  (N9)  DOL :  Enter  the  amount 
Included  in  plant  leased  to  others  related  to  the  entry  listed 
in  data  field  3  above. 

Total  (N9)  DOL:  Electric  plant  in  service  and  electric  plant 
leased  to  others  combined. 


Particulars  (A249) :  (IDDESC) 
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FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTRUCTIONS:.  ACCUMULATED  PROVISION  FOR  DEPRECIATION  OF 

SCHEDULE  0206  LICENSED  PROJECT  PLANT  ACCORDING  TO  FUNCTIONAL  CLASSIFICATl 

ON  1  of  1 

1  I.  DESCRIPTION  1 

This  schedule  is  used  to  collect  data  on  accumulated  provision  for  depreciation  accord¬ 
ing  to  prescribed  functional  classifications. 


II.  GENERAL  INFORMATION 


i 


A.  This  schedule  shall  be  submitted  by  Licensees. 

B.  Respondents  shall  complete  all  data  fields  on  this  schedule  annually. 

C.  Enter  in  data  field  7  an  explanation  of  any  important  adjustments  during  the  year 
to  any  functional  classification  of  accumulated  depreciation. 


III.  DETAILED  INSTRUCTIONS 


X 


The  following  data  fleld-by-data  field  instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  data  field  ntimber: 


Data  Field  Number 


1  (Key) 
2. 

3  (Key) 


Instructions 

Project  Ntanber  (A5) :  (IDLPRJ) 

Project  Name  (A20):  (IDLPRJ) 

Functiwial  Classification  (A22) :  Report  requested  Information 
in  data  fields  4,  5  and  6,  for  each  functional  classification 
preprinted  in  this  data  field. 

Electric  Plant  in  Service  (N9)  DOL:  Enter  plant  in  service 
reserve  balance  by  the  functional  classification  listed  in 
data  field  3  above. 

Electric  Plant  Leased  to  Others  (N9)  DOL:  Enter  plant  leased 
to  others  reserve  balance  by  the  functional  classification 
listed  in  data  field  3  above. 

Total  (N9)  DOL:  Electric  plant  in  service  and  electric  plant 
leased  to  others  combined. 

Particulars  (A249) :  (IDDESC) 
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|g 

FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTRUCTIONS:  ACCUMULATED  PROVISION  FOR  AMORTIZATION  OF 

SCHEDULE  0207  LICENSED  PROJECT  PLANT  - 

_ BALAWgfiS  during,  _ 

1  of  1  . 

I.  DESCRIPTION  1 

This  schedule  is  used  to  collect  Informstion  concerning  accumulated  provision  for 
amortization  of  licensed  project  plsnt. 

II.  GENERAL  INFORMATION  I 

A.  This  schedule  shall  be  submitted  by  Licensees. 

B.  Respondents  shall  complete  all  data  fields  on  this  schedule  annually. 

C.  Explain  any  important  adjustments  during  the  year  to  any  account  or  item  covered  . 
by  this  schedule  and  report  them  In  data  field  7,  Particulars. 

III.  DETAILED  INSTRUCTIONS  I 

The  following  data  field-by-data  field  instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  data  field  number: 

Data  Field  Number 

Instructions 

1  (Key) 

Project  Number  (A5):  (IDLPRJ) 

2 

Project  Name  (A20):  (IDLPRJ) 

3  (Key) 

Accoimt  Title  or  Item  Description  (A42):  Preprinted  entries. 

Provide  a  description  for  "Other  Debit  or  Other  Credit  Items" 
in  data  field  7  below.  (IDDESC) 

4 

Electric  Plant  in  Service  (N9)  DOL:  Enter  the  amount  Included 

in  plant  in  service  related  to  the  entry  listed  in  data  field 

3  above. 

5 

Electric  Plant  Leased  to  Others  (N9)  DOL:  Enter  the  amount  in- 
eluded  in  plant  leased  to  others  related  to  the  entry  made  in 
data  field  3  above. 

6 

Total  (N9)  DOL:  Electric  plant  in  service  and  electric  plant  , 
leased  to  others  combined. 

7 

Particulars  (A249) :  (IDDESC) 

> 
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FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

- 

DETAILED 

SCHEDULE 

INSTRUCTIONS:  ACCUMULATED  PROVISION  FOR  AMORTIZATION  OF  LICENSED 
0208  PROJECT  PLANT  ACCORDING  TO  FUNCTIONAL  CLASSIFICATION 

1  of  1  • 

* 

1  I.  DESCRIPTION  1 

This  sc^eduls  collects  date  on  sccumulstedprovlslon  for  snortlsstlon  according  to 
prescribed  functional  classifications. 

II.  GEHKRAL  INTORMATIOW 

A.  This  schedule  shall  be ' subnitted  by  Licensees. 

B.  Respondents  shall  complete  all  data  fields  on  this  schedule  annually. 

C.  Explain  in  data  field  7  any  important  adjustments  during  the  year  to  any  functional 
classifications  covered  by  this  schedule. 

III.  DBTAILKD  IHSTRPCTIOWS 

The  following  data  field-by-dat*  field  instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  data  field  nuid>er: 


Data  Field  Number 


1  (Key) 

2 

3  (Key) 

4 


Instructions 

Project  Number  (A5) :  (IDLFRJ) 

Project  Name  (A20):  (IDLPBJ) 

Functional  Classification  (A22):  Preprinted  ftmctional  classi- 
f ieation .  (IDDESC^ 

Electric  Plant  in  Service  (N9)  DOL:  Enter  the  amount  included 
in  plant  in  service  related  to  the  entry  listed  in  data  field 
3  above. 

Electric  Plant  Leased  to  Others  (N9)  DOL:  Enter  the  amount 
included  in  plant  leased  to  others  related  to  the  entry  listed 
in  data  field  3  above. 

Total  (N9)  DOL:  Elactrie  plant  In  service  end  electric  plant 
leased  to  others  coBd>ined.  . 

Particulars  (A249):  (IDDESC) 
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Mg 

FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTRUCTIONS:  DEPRECIATION  E3CPENSE  FOR  LICENSED 

SCHEDULE  0209  -  PROJECTS 

1  of  2 

I.  DESCRIPTIOW 

This  schedule  Is  used  to  collect  Information  concerning ’depreciation  accrued  on  project 
plant  during  the  year. 

II.  GBroAL  INTORHATIOW 

A.  This  schedule  shall  be  submitted  by  Licensees. 

B.  Respondents  shall  complete  all  data  fields  on  this  schedule  annually. 

C.  Depreciation  Information  should  be  listed  in  this  schedule  by  primary  plant  accounts. 
If  the  respondent  has  several  classes  of  plant  within  a  particular  plant  account  with 
different  depreciation  rates,  enter  In  data  fields  5  through  8  the  composite  of  the 
various  rates.  The  respondent  shall  not  report  the  Information  called  for  In  this 
schedule  on  a  functional  plant  basis. 

D.  If  the  project  has  more  than  one  development,  and  the  project  plant  la  being  de¬ 
preciated  using  different  rates  for  each  development,  state  the  depreciation  Infor¬ 
mation  for  each  development  by  Including  the  name  of  the  development  In  data  field 

'  3  and  the  account  number,  depreciable  base,  depreciation  rate  and  the  accrual  for 
the  year  In  data  fields  4  through  8. 

V 

If  the  project  has  only  one  development,  or  If  the  same  depreciation  rates  are 
used  for  all  developments,  state  the  words  "Total  Project  Plant"  In  data  field  3. 

III.  DETAILED  INSTRUCTIOWS 

The  following  data  fleld-by-diata  field  Instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  data  field  nuinber: 


Data  Field  Number 

Instructions 

1  (Key) 

Project  Number  (A5):  (IDLPRJ) 

2 

Project  Name  (A20) :  (IDLPRJ) 

3  (Key) 

Name  of  Development  (A40):  Refer  to  General  Information. 

II-D.  (IDDESC) 

4  (Key) 

Account  Nuinber  (N3.2):  Enter  the  appropriate  plant  account  of 
the  Uniform  System  of  Accounts.  Refer  to  the  Register  of  Data 
Standards.  ACCTML. 

5 

Depreciable  Base  (N9)  DOL:  Enter  the  depreciable  base.  In 
dollars,  for  the  plant  account  listed  In  data  field  4  above. 

If  the  respondent  has  accrued  depreciation  on  a  monthly  basis 
during  the  year,  the  depreciable  base  listed  In  this  data 
field  should  be  the  average  of  the  twelve  monthly  amounts. 

6 

Depreciation  Rate  (N3.2)  PCT:  Enter  the  depreciation  rate 

In  percent. 
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FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAIIZD  INSTRUCTIONS:  DEPRECIATION  EXPENSE  FOR  LICENSED 

SCHEDULE  0209  PROJECTS 

2  of  2 

Data  Field  Nuaber 

Inatructlons 

7 

Other  Baals  for  Depreciation  (NIO):  If  the  sinking  fund 
method  la  used  for  depreciation*  enter  In  this  data  field  the 
Interest  rate(s)  and  the  life  of  the  plant  listed  In  data 
field  4  above.  (IDDB8C) 

8 

Depreciation  Accrued  During  Year  (NIO)  DOL: •  Enter  the  amount 
of  depreciation  accrued  during  the  year  on  each  plant  account 
listed  In  data  field  4  above. 

9 

Particulars  (A249):  If  any  of  the  project  plant  Is  considered 
to  be  non-depreclable,  describe  such  plant  In  this  data  field 
and  give  the  respective  amounts  thereof  at  the  end  of  the  year. 
(IDDESC) 

^  *  *  *  *•  . 

s 

• 

— 

- '  • 

fTC  fTm  ISl 
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PROPOSED  RULES 


FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

1  DETAILED  INSTRUCTIONS: 

1  SCHEDULE  0210 

AMORTIZATION  EXPENSE  FOR  LICENSED  PROJECT 

1  of  2 

- 

1  I.  DESCRIPTION  1 

This  schedule  Is  used  to  collect  Information  concerning  amortization  accrued  on  project 
plant  during  the  year. 

II.  GENERAL  INTOBMATIOH 

A.  This  schedule  shall  be  submitted  by  Licensees. 

B.  Respondents  shall  complete  all  data  fields  on  this  schedule  snnually. 

C.  Amortization  information  should  be  listed  in  this  schedule  by  primary  plant  accounts. 

D.  If  the  project  has  more  than  one  development  and  the  project  plant  is  being  amor¬ 
tized  using  different  rates  for  each  development,  state  the  amortization  information 
for  each  development  by  Including  the  name  of  the  development  in  data  field  3  and 
the  account  numbers,  amortizable  base,  basis  for  amortization,  and  accrual  for  the 
year  in  data  fields  4  through  7. 

If  the  project  has  only  one  development,  or  if  the  same  amortization  bases  are  used 
for  all  developments,  state  the  words  "Total  Project  Plant"  in  data  field  3. 

III.  DETAILED  INSTRUCTIOHS 

jrhe  following  data  field-by-data  field  instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  data  field  number: 


Data  Field  Humber 

1  (Key) 

2 

3  (Key) 

4  (Key) 


Instructions 

Project  Number  (A5):  (IDLPRJ) 

Project  Name  (A20):  (IDLPRJ) 

Name  of  Development  (A40):  Refer  to  General  Information, 

II-D.  (IDDESC) 

Account  Number  (N3.2):  Enter  the  appropriate  plant  account 
of  the  Uniform  System  of  Accounts.  Refer  to  the  Register  of 
Data  Standards,  ACCTML. 

Amortizable  Base  (N8)  DOL:  Enter  the  amortizable  base,  in 
dolTars,  for  the  plant  account  listed  in  data  field  4  above. 

If  the  respondent  has  accrued  amortization  on  a  monthly  basis 
during  the  year,  the  amortizable  base  listed  in  this  data  field 
should  be  the  average  of  the  twelve  monthly  amounts. 

Basis  for  Amortization  (NIO)  NO:  Show  the  rate,  life,  or 
other  basis  for  cooq>uting  amortization  for  each  plant  account 
listed  in  data  field  4  above.  If  necessary,  explain  further 
this  basis  in  data  field  8,  Particulars.  / 


81781 
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PROPOSED  RULES 


DETATUSD  mSTiOJCTIONS 
■SCHEDULE  0210 


FEDERAL  POWER  COMMISSION 
REGULATORY  INFORMATION  SYSTEM 


AMORTIZAtlON  EXPENSE  FOR  LICENSED  PROJECT 


2  of  2 


jPata  Field  Number 


7 


8 


Instructions 

Amortisation  Accrued  During  the  Year  (NIO)  DOL:  State  the 
amount  of  amortisation  accrued  on  each  plant  account  listed 
in  data  field  4  above,  during  the  year;  the  total  to  agree 
with  the  total  amortisation  provisions  shown  in  Schedules 
0207  and  0208.  Report  in  dollars. 

Particulars  (A249):  Use  this  data  field  to  explain  any  other 
data  field  responses.  (IDDESC) 


MOPOSID  RUIIS 


S17S3 


1 

i 

FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

e 

DETAILED  INSTRUCTIONS: 

SCHEDULE  0211  AMORTIZATION  RESERVE  -  FEDERAL 

1  of  1 

I.  DESCUPTIdl 

This  schedule  is  used  to  collect  the  saount  of  die  seortlsetlou  reserve  for  each  ■ 
license  project. 

II.  GEMERAL  lOTORHAnOW 

A.  This  schedule  shell  be  submitted  by  Licensees. 

B.  Respondents  shell  coovlete  ell  date  fields  on  this  schedule  annuelly. 

C.  This  schedule  is  applicable  to  each  licensed  project  which  has  been  in  operation 
under  license  for  a  period  of  twenty  years  or  more  and  is  subject  to  the  provisions 
of  Section  10(d)  of  the  Federal  Power  Act. 

D.  Schedule  1000  should  be  used  to  report  tabulations  showing  the  computations  of  the 
annual  project  earnings  and  the  effect  on  the'  project  amortisation  reserve.  If 
the  plant  is  used  to  generate  mechanical  or  electric  energy  used  by  the  licensee 
and  not  sold,  the  computations  should  show  the  basis  us^  in  valuing  the  energy  so  * 
utilised  by  the  licensee  for  industrial  purposes.  However,  if  the  basis  of  valua¬ 
tion  can  be  shown  in  72  characters  or  less  enter  this  basis  in  data  field  6  and 
complete  only  key  data  fields. 

.  III.  DETAILKD  INSTRDCTIOWS 

liis  following  data  field-by^data  field  instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  data  field  number: 


b>ata  Field  Number 


Instructions 


1  (Key) 

2 

3  (Key) 

4 
5, 

.6 

V 


Project  Nmriier  (A5) :  (lOLPRJ) 
Project  Name  (A20):  (IDLPRJ) 


Balance  Beginning  of  Year  (N8)  DOL:  Report  in  dollars. 
Net  Change  for  Year  (N8)  DOL:  Report  in  dollars. 
Balance  Bad  of  Year  (N8)  DOL:  Report  in  dollars. 


Basis  of  Valuation  (A72) :  Show  the  basis  used  in  valuing  any 
mechanical  or  electric  energy  generated  and  used  by  licensees 
and  not  sold.  (IDDESC) 

1 

'  '  .  \  >  ,  \ 
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FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTRUCTIONS:  OPERATION  OF  LICENSED  PROJECTS  AND  THE 

SCHEDULE  0212  SALE  OR  USE  OF  ENERGY  PRODUCED 

2  of  2 

Data  Field  Ntnd>er 


10 

11  (Key) 

12 


Inatructions 

Indicate  Nonproiect  Pacilitiea  Used  (Nl) :  In  case  the  energy 
produced  by  the  project  or  plant  was  not  intermingled,  before 
sale  or  delivery,  with  the  energy  produced  by  other  generating 
plants  of  the  licensee,  enter  "1"  if  nonproject  distribution 
or  other  facilities  were  used  in  making  delivery  of  the  energy 
generated  by  the  project  or  plant;  if  not,  enter  "0”.  (INYOMO) 

Indicate  Agreement  with  Associated  Company  (Nl) :  If  any  or 
all  of  the  energy  developed  by  the  project  or  plant  sold  or 
delivered,  at  other  than  tariff  rates,  under  contract  or  agree¬ 
ment  with  any  associated  corporation,  concern  or  individual, 
enter  "1";  if  not,  enter  ”0”.  (INYONO) 

Indicate  Agreement  with  Nonaesociated  Company  (Nl) :  If  any  or 
all  of  the  energy  developed  by  the  project  or  plant  was  sold 
or  delivered,  at  other  than  tariff  rates,  tinder  contract  or 
'agreement  with  any  non-associated  corporation,  concern  or  in¬ 
dividual,  enter  ”1”;  if  not,  enter  ”0”.  (INYONO) 

Basis  of  Conmuting  Rate  Charged  Associated  Companies  (A72) : 
(IDDES^ 

Data  Field  Reference  Ntn^er  (N2) :  See  instructions  for  data 
fields  5  and  6  above.  dNRCADL) 

Additional  Information  (A72) :  See  instructions  for  data 
fields  5  and  6  above.  (IDDESC) 
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FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTBDCTIONS : 

SCHEDULE  0639  MONTHLY  MET  GENERATION  BY  LICENSED  PROJECT 

1  of  1 

I.  DESCRIPTION  1 

This  schedule  is  used  for  the  collection  of  dnts  related  to  the  energy  generated  during 
the  year  by  generating  plants  of  Federal  Power  Conmission  licensed  hydroelectric  proj¬ 
ects. 

'  II.  GENERAL  INFORMATION 

A.  This  schedule  shall  be  submitted  by  all  holders  of  Federal  Power  Commission 
licenses  for  hydroelectric  plsnts. 

B.  Respondents  shall  complete  all  data  fields  on  this  schedule  annually.  . 

III.  DETAILED  INSTRUCTIONS 

The  following  data  field-by-data  field  Instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  the  data  field  number; 

Data  Field  Number 

Instructions  •  * 

1  (Key) 

Plant  Code  (MS):  Enter  the  code,  from  the  Register  of  Data 
Standards.  IDPUIT. 

2  (Key) 

Licensed  Project  Number  (AS) :  Enter  the  code  for  the  licensed 
project  number  associated  with  the  plant  listed  in  data  field 

1  above,  from  the  Register  of  Data  Standards.  IDLPRJ. 

3  (Key) 

Month  (N2):  Preprinted  code.  "01''  *  January  in  this  case, 
which  Indicates  the  month  of  the  data  to  be  specified  in  the 
following  data  field.  (TMMOYR) 

4 

Net  Generation  (NIO)  MWH:  Report  the  net  energy  generated 
(in  megawatt-hours)  for  the  month  preprinted  in  the  preceding 
^ta  field.  . 

• 

• 

s  * 

/ 
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DETAILED  INSTRUCTIONS: 
SCHEDULE  0640 


FEDERAL  POWER  COMMISSION 
REGULATORY  INFORMATION  SYSTEM 


LICENSED  PROJECTS 
ANNUAL  ENERGY  DEDUCTIONS 


1  of  1 


1, DESCRIPTION  ^ 

This  schedule  Is  used  Co  collect  data  on  deductions  from  total  energy  generation  by 
Federal  Power  Commission  licensed  project  hydroelectric  plants.  That  ls»  the  purpose 
of  the  schedule  is  to  quantify  the  differences  between  generation  and  deliveries  on  a 
plant  by  plant  basis  within  project. 

II.  GENERAL  INFORMATION 

A. 

This  schedule  shall  be  submitted  by  all  holders  of  Federal  Power  Commission 
licenses  for  hydroelectric  plants. 

B. 

# 

Respondents  shall  cooqilete  all  data  fields  on  this  schedule  annually. 

C. 

Indicate  in  footnote 
value  in  data  fields 

.  which  data  fields  have  estimated  value  and  which  have  actual 
3-7. 

III.  DETAILED  INSTRUCTIONS 

The  following  data  f leld-*by-data  field  Instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  the  data  field  numbers. 

Data  Field  Number 

Instructions 

1  (Key) 

• 

Plant  Code  (N5):  Enter  the  code,  from  the  Register  of  Data 
Standards ,  IDPLNT . 

f 

2  (Key) 

Licensed  Project  Number  (AS):  Enter  the  code  for  the  licensed 
project  number  associated  with  the  plant  listed  in  data  field 

1  above,  from  the  Register  of  Data  Standards,  IDLPRJ. 

3 

MWH  Delivered  Without  Charge  (NIO)  MWH:  Enter  the  amount  of 
energy  (in  MWH)  delivered  to  the  United  States  or  others 
free  of  charge  during  the  subject  year  for  each  plant. 

4 

Charged  to  Operational  Expense  (NIO)  MWH:  Enter  the  amount  of 
energy  (in  MWH)  consumed  in  construction  work,  operation  and 
maintenance,  or  otherwise  consumed  in  plant  operations. 

5 

MWH  Lost  in  Transmission  and  Distribution  (NIO)  MWH:  Enter 
the  amoimt  of  energy  (in  MWH)  lost  in  transmission  during 
the  subject  year  for  each  plant. 

6 

MWH  Losses  Unaccounted  For  (NIO)  MWH:  Enter  the  amount  of 

unaccounted  energy  (in  MWH)  losses  during  the  subject  year 
for  each  plant. 

7 

MWH  Used  for  Municipal  Purposes  Only  (NIQ)  MWH:  (Municipal 
Licensees  only)  -  Enter  the  amount  of  energy  used  for  muni¬ 
cipal  purposes  only. 

8 

Total  MWH  Deduction  (NIO)  MWH:  Enter  the  total  amount  of 
energy  (in  MWH)  deductions  for  the  plant  during  the  subject 
year.  This  data  field  is  the  sum  of  data  fields  3-7  above. 
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FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED 

SCHEDULE 

INSTRUCTIONS: 

0700  LICENSED  PROJECT  RECREATION  DATA  -  PART  I 

1  of  7 

■■■ 

I.  DESCRIPTION 

This  schedule  is  used  to  collect  data  on  the  use  and  development  of  public  recreational 
facilities  at  hydroelectric  projects  under  major  and  minor  Federal  Power  Commission 
license. 

II.  CTMERAL  INFORMATION 

A.  This  schedule  shall  be  submitted  for  projects  imder  license  except  for  those  proj¬ 
ects  that  have  been  exempted. 

B.  Respondents  shall  complete  all  data  fields  on  this  schedule  In  their  first  sub¬ 
mission.  On  subsequent  submissions,  respondents  shall  submit  only  appropriate 
Identification  (key  data  fields)  and  changed  values,  additions,  and  deletions. 

C.  Submit  a  separate  schedule  for  each  project  development.* 


D. 


E. 


Sample  copies  of  cooperative  agreements  or  leases  between  licensee  and  State, 
local  and/or  private  conservation  or  recreation  agencies,  and  Individuals  should 
be  attached.  If  large  numbers  of  leases  of  project  lands  are  Involved,  attach  a 
sample  lease  and  give  the  nimber  of  each  type  of  lease  thereon. 

Projects  under  minor  Federal  Power  Commission  license  (l.e.,  those  with  2,000 
horsepower  or  less  Installed  capacity)  need  not  complete  the  following  fields: 

Estimated  Population  within  50  miles  (Data  field  20) 

Estimated  Population  within  100  miles  (Data  field  21) 

Normal  Pool  Elevation  (Data  field  26) 

High  Pool  Elevation  (Data  field  27) 

Low  Pool  Elevation  (Data  field  28) 

Maximum  Pool  Fluctuation  From  ^ata  field  29) 

Maximum. Pool  Fluctuation  To  (Data  field  30) 


F. 


For  data  fields  26-30,  enter  pool  elevations  which  represent  the  authorized  maximum 
differential.  The  values  entered  In  these  data  fields  must  be  rounded  to  the 
nearest  0.1  feet. 

III.  DETAILED  INSTRUCTIONS 

|The  following  data  fleld-by-data  field  Instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  the  data  field  number: 


beta  Field  Number 


1  (Key) 


Instructions 

Project  Development  Code  (A5):  Enter  the  code,  from  the 
Register  of  Data  Standards,  IDLPRJ. 

Report  Nuinber  (N2):  The  Initial  filing  for  any  project  or 
development  will  always  be  noted  as  report  "01",  and  subse¬ 
quent  (biennial)  reports  are  to  be  numbered  In  sequence. 
(NRCADL)  - 
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1 

FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

» 

DETAILED  INSTRUCTIGMS: 

SCHEDULE  0700  LICENSED  PROJECT  RECREATION  DATA  -  PART  I 

2  of  7 

Data  Field  Number 

'  Instructions 

3 

Project  Type  (Nl):  Enter  ”1"  for  projects  under  major  Fede- 
ral  Power  Commission  license;  ''2”  for  projects  under  minor 

Federal  Power  Commission  license.  (Minor  projects  are  those 
with  2,000  horsepower  or  less  Installed  capacity.)  (INETOR) 

A 

Development  Name  (A30) :  Enter  the  name  of  the  development 
corresponding  to  the  code  entered  in  data  field  1  above, 
from  the  Register  of  Data  Standards.  IDLPRJ.  Note:  A  sepa- 

- 

rate  report  must  be  submitted  for  each  development. 

5 

Date  Report  As  Of  (N6):  Enter  the  date  of  the  report,  in 
the  format  MMDDTY.  (TMDATE) 

6  (Key) 

Name  of  Owner  (A35):  Enter  the  name  of  the  owner (s)  of  pro- 
Ject.  Use  a  separate  field  for  each  joint  owner  if  necessary. 
(IDNAME) 

7  (Key) 

State  Abbreviation  (A2):  Enter  the  abbreviation  for  the 

/ 

state  in  which  development  is  located,  from  the  Register  of 

Data  Standards.  IDSTAT.  Use  a  separate  field  for. each  state 
if  development  lands  are  located  in  more  than  one  state. 

8  (Key) 

Regional  Office  Code  (Al):  Enter  the  Federal  Power  Com- 
mission  Regional  Office  in  whose  jurisdiction  the  project- 
development  is  located.  Enter  the  appropriate  code,  from 
the  Register  of  Data  Standards,  IDRE(^. 

9 

Name  of  Person  Making  Report  (A25) :  Enter  the  name  of  the 
person  to  be  contacted  concerning  data  entered  on  this 
schedule.  (IDNAME) 

10 

Title  of  Person  Making  Report  (A25) :  Enter  the  title  of  the 
person  named  in  data  field  9  above.  (IDDESC) 

InotE:  Data  fields  11- through  22  refer  to  location  and  population. 

11 

Major  Stream  on  which  Project  Located  (A25):  Enter  the  name 
.  o^  the  major  stream  on  which  the  project  is  located.  (IDDESC) 

12 

Name  of  Nearest  State/City  (A22):  Enter  the  name  of  the 
nearest  city  with,  a  population  greater  than  2,500,  but  not 
greater  than  10,000.  Enter  the  state  abbreviation,  from  the 

‘ 

Register  of  Data  Standards,  IDSTAT,  followed  by  the  city  name. 

.7 

(IDCITY) 

13 

Population  of  Nearest  City  (N7)  NO:  Enter  the  population  of 

the  city  entered  in  data  field  12  above. 
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FEDERAL  POWER  COMMISSION 
>  REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTRUCTIONS: 

SCHEDULE  0700  LICENSED  PROJECT  RECREATION  DATA  -  PART  I 

3  of  7 

Data  Field  Number 


14 


15 

16 

17 

18 

19 

20 

21 

22 


Instructions 

Indicate  Project  Abut  (Nl)  Does  the  project  abut  the  nearest 
city?  •  Enter  ''l**  for  yes;  ”0”  for  no.  (INYONO) 

Indicate  Project  In  City  (Nl):  Is  the  project  In  the  nearest 
city?  Enter  "I"  for  yes;  ”0"  for  no.  (INYONO) 

Direction  to  Nearest  City  (A2) :  Enter  the  direction  from 
center  of  project  development  to  the  nearest  city  Indicated 
in  data  field  12  above,  from  the  Register  of  Data  Standards, 
TYDCTN. 

Distance  to  City  (N4)  MI:  Enter  the  distance  (In  air  miles) 
to  the  nearest  city  from  center  of  project  development.  ^ 

Name  of  Nearest  Large  State/City  (A22) :  Enter  the  name  of  the 
nearest  large  city  (l.e. ,  nearest  city  with  population  over 
10,000).  Enter  the  state  abbreviation,  from  the  Register  of 
Data  Standards,  IDSTAT,  followed  by  the  city  name.  (IDCITY) 

Population  of  Nearest  Large  City  (N7)  NO:  Enter  the  popula¬ 
tion  of  the  city  Indicated  In  data  field  18  above. 

Estimated  Population  Within  50  Miles  (N8)  NO:  Enter  the  esti¬ 
mated  population  within  50  air  miles  of  the  development. 

Estimated  Population  Within  100  Miles  (N8)  NO:  Enter  the 
estimated  population  within  100  air  miles  of  the  development. 

Map  Reference  (A16):  Enter  the  map  reference  of  the  center 
of  project  development,  as  specified  In  the  Register  of  Data 
Standards,  LCCOOR. 


NOTE:  Data  fields  23  through  32  refer  to  features  affecting  recreational  use. 


23 

24 

25 


26 


Reservoir  Size  (N6)  ACRE:  Enter  the  size  (In  acres)  of  the 
development  reservoir,  at  normal  power  pool  elevation. 

Shoreline  Length  In  Miles  (M4.1)  MI:  Enter  the  length  (In 
miles  to  the  nearest  10th)  of  the  development  shoreline  at 
normal  power  pool  elevation. 

Per  Cent  of  Shoreline  (N3)  PCT:  Enter  the  approximate  per¬ 
centage  of  reservoir  shoreline  with  topography  favorable  to 
safe  public  access  and  use  for  water-associated  recreational 
activities,  regardless  of  availability  of  recreation  facili¬ 
ties.  and  of  land  ownership  (at  normal  power  pool  elevation) .  ^ 

Normal  Pool  Elevation  (N5.1)  FT:  Enter  the  normal  pool  eleva¬ 
tion  (in  feet,  MSL)  at  development  during  recreation  season. 
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FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTRDCTIdrS t 

SCHEDULE  0700  LICBfSED  PBOJECT  RBCSEATICir  DATA  •  PAST  I 

4  of  7 

Data  Field  Nuiri>er 

Inatructlona 

27  ' 

Hlfdi  Pool  Elavatloa  CM5.1)  FT:  Eater  the  high  pool  elevation 
(la  feat,  MSL^  at  developtat  during  recreation  aeaaon. 

28 

Low  Pool  Elevation  (HS.l)  FT:  Enter  the  low  pool  elevation 
(In  feet,  MSl!)  et  developaent  during  recreation  aeaaon. 

29 

Maxlaua  Pool  Fluctuation  Froei  (N5.1)  FT:  Enter  the  high  point 

at  devalopaant. 

30 

Mazlaun  Pool  Fluctuation  To  (N5.1)  FT:  Enter  the  low  point 
elevation  ('in  feet,  MSL^  of  the  laarlwue  annual  pool  fluctua- 
tlon  at  developeent. 

31 

Type  Water  Quality  (HI):  Bater  one  of  tha  following  codea  to 
deMrlbe  the  water  quality  at  developewnt:  (TYWTRQ) 

1  -  Unpolluted  and  aultabla  for  all  recreational  uaea 

2  •  Pollutad  hut  suitable  for  aoaa  recreational  uaea 

3  -  Polluted  unsuitable  for  any  recreational  uaea 

32 

Description  of  Water  Quality  (A40):  Provide  a  short  deacrlp- 
tlon  oz  water  quality.  ^IDDESC) 

NOTE: -Data  flalda 

33  through  42  refer  to  safety  and  sanitation. 

33 

Indlcat#  Hazardous  Conditions  (HI):  Are  there  any  conditions 
on  project  lamia  or  waters  that  laaka  their  use  for  recreation 
-  hazardous?  Eater  "1"  for  yes;  ”0**  for  no.  (IHTOIIO) 

34 

Explanation  of  Hazardous  Conditions  (A30):  Enter  a  brief 
explanation  of  any  hazardous  conditions  Indicated  In  data 
field  33  above.  (IDI«SC) 

35 

Indicate  Confort  Stations  Provided  (HI):  Enter  **1”  for  yes: 

'^0*^  ^or  no!  TStONOi 

36 

Reasons  Ho  Coafort  Stations  Provided  (A30):  Enter  a  brief 
explanation  111  no  comiort  stations  are  provided.  (IDDESC) 

37 

Indicate  Waste  A  Sanitary  Disposal  Provided  (HI):  Are  waste 
and  sanitary  disposal  features  provided  at  developaent?  Enter 
"1”  for  yea;  "0"  for  no.  (IHTdIO) 

38  / 

1  II'  '  > 

Reason  Waste  &  Sanitary  Disposal  Hot  Provided  (A30) :  If  the 
answer  to ^ data  field  37  above  la  no,  enter  a  brief  description 
of  the  reason  such  features  are  not  provided.  (IDDESC) 

r- 
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FEDERAl,  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTRUCTIONS: 

SCHEDULE  0700  LICENSED  PROJECT  RECREATION  DATA  -  PART  I 

5  of  7 

Data  Field  Nufld>er 

Instructions 

39 

Indicate  Sewage  Received  From  Boats  (Nl) :  Do- the  waste  and 
sanitary  disposal  features  provided  at  development  Include 
facilities  for  receiving  sewage  wastes  from  boats?  Enter  "1" 
for  yes;  for  no.  (INTONO) 

40 

Reason  No  Sewage  From  Boats  (A30):  If  the  answer  to  data 
field  39  above  Is  no,  enter  a  brief  explanation  of  why  such 
facilities  are  not  Included.  (I1N)ESC) 

41 

Indicate  Drinking  Water  Provided  (Nl):  Enter  ”1"  for  yes; 
for  no.  -  (INYOn65 

42 

Reason  No  Drinking  Water  (A30):  If  the  answer  to  data  field 

41  above  la  no,  enter  a  brief  explanation  of  why  drinking 
water  Is  not  provided.  (IDDESC) 

NOTE:  Data  fields  43  throush  47  refer  to  tvoes  of  land  and  terrain. 

43  (Key) 

Land  Rank  (Ml):  There  are  three  occurrences  of  this  data 
field  on  the  schedule,  preprinted  sequentially  "1”,  "2", 
and  "3".  This  preprinted  data  field  Is  for  Federal  Power 
Commission  Internal  processing  only. *  (NRORDL) 

44 

Land  Type  (Al) :  Enter  one  of  the  following  abbreviations 
which  most  accurately  characterizes  the  largest  portion, 
second  largest  and  third  largest  portion  of  the  area  land, 
against  land  ranks  "1",  "2",  and  "3**,  respectively,  from 
data  field  43  above.  (TTIAMD)  ; 

• 

/ 

A  -  Beach 

B  -  Swampy 

C  -  Desert 

D  -  Wooded 

E  -  Brush 

F  -  Cleared 

6  -  Grassland 

H  -  Cropland 

I  -  Residential 

J  -  Commercial 

K  -  Other 

45 

Description  of  Other  Land  Type  (A20):  If  the  code  entered  In 
data  field  44  above  Is  K  (Other),  enter  a  brief  description 
of  the  land  type  represented.  (IDDESC) 

46  (Key) 

. 

Terrain  Rank  (Nl):  There  are  t^  occurrences  of  data  field 

46  of  the  sch^ule,  preprinted,  sequentially,  "I"  and  "2". 

This  preprinted  data  field  Is  for  Federal  Power  Commission 
Internal  processing  only  (NRORDL) 
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'  FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTRDCTIGNS : 

SCHEDULE  0700  LICENSED  PROJECT  RECREATION  DATA  -  PART  I 

6  of  7 

Dete 

Field  Nuidier 

Instructions 

47 

Type  Terreln  (Nl):  Enter  one  of  the  following  codes  which  most 
eccuretely  cherecterlses  the  lergest  end  then  the  second  Isr- 
gest  portion  of  the  project  eree  terreln,  egelnst  "1"  end  ”2” 
terreln  ranks,  respectively.  In  dete  field  46  shove.  (TTTERR) 

— 

1  -  Flet 

2  -  Rolling  '  ‘  . 

3  -  Hilly 

4  -  Mountelnous 

9  -  Other 

NOTE: 

Dete  fields 

48  end  49  refer  to  length  of  recreetlon  seeson. 

48  (Key) 

Type  Seeson  (Nl):  There  ere  two  occurrences  of  this  dete 
field.  The  codes  "2"  for  summer  end  *'4”  for  winter  ere  pre- 
printed  on  the  schedule.  (TMSNYR) 

49 

Number  of  Deys  (N3)  D7:  Enter  the  number  of  deys  In  eech 
seeson  during  which  the  mejority  of  recreetlonel  use  occurs 
or  mey  occur. 

NOTE: 

Dete  fields 

50  through  52  refer  to  shoreline  control. 

50  (Key)  Type  Shoreline  Oimerehlp  (Nl) :  There  ere  four  occurrence  of 

-*  this  dete  field.  The  following  codes  ere  preprinted  on  the 

schedule:  (TTSHLC) 


1  -  Fee  simple 
.2  -  Eesenent 
3  -  Lese 
9  -  Other 

51,  Ownership  in  Acre  (N6)  ACRE:  Enter  the  szKnmt  (In  seres) 

of  project  lends  shove  the  normel  pool  elevetlon  contour  line 
under  eeeh  type  of  eesement  shoreline  ownership  (dete  field 
50  shove).  Ineltide  sny  oeesurehle  emounts  of  lend  between 
the  contour  line  end  the* project  houndery  line. 

52  Type  of  Other  Shoreline  Ownership  (A30) :  Enter  the  type  of 
other  shoreline  ownership.  If  other  then  fee  simple,  eesement 
or  leese.  (ID0E8C) 

NOTE:  Dete  fields  53  end  54  refer  to  permits,  leeses  end  deeds. 

53  Type  Penait,  Leese  or  Deed  (N2) :  There  ere  three  occurrences 
of  this  dete  field.  The  following  codes  ere  preprinted  on  the 
schedule:  (TTRCFC) 
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[Sis 

FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

1  DETAILED  INSTRUCTIONS: 

1  SCHEDULE  0701 

LICENSED  PROJECT  RECREATION  DATA  -  PART  II 

1  of  4 

1  I.  DESCRIPTION  1 

This  schedule  is  used  to  collect 'data  on  the  use  and  development  of  public  recreational 
facilities  at  hydroelectric  projects  under  major. snd  minor  Federal  Power  Commission 
license. 

II.  GEMERAL  INFORHA.TION 

A.  This  schedule  shall  be  submitted  for  projects  under  license  except  for  those  proj¬ 
ects  that  have  been  exempted. 

B.  Respondents  shall  complete  all  data  fields  on  .this  schedule  In  their  first  sub¬ 
mission.  On  subsequent  submissions ,  respondents  shall  submit  only  appropriate 
Identification  (key  data  fields)  and  changed  values,  additions  and  deletions. 

C.  Submit  a  separate  schedule  for  each  project  development. 

D.  For  data  field  7,  report  costs  to  date  Including  the  previous  full  calendar  year. 

An  exception  wotild  be  annual  operating  expenses.  This  data  field  refers  to  Licen¬ 
see  costs.  Investment,  and  revenues  only. 

E.  Data  fields  14-15  -  do  not  Include  areas  which  are  used  but  are  unimproved.  If 
areas  have  joint  use  (l.e.,  two  or  more, types  of  facilities)  such  as  picnicking 
and  camping,  report  the  area  under  whichever  category  Is  more  appropriate,  but  not 
under  both.  If  Licensee  has  provided  recreation  facilities  to  serve  project- 
created  recreation  opportunities  on  lands  located  outside,  but  adjacent  to  the 
project  boundary,  these  facilities  should  also  be  Included. 

III.  DETAILED  INSTRUCTIONS 

The  following  data  fleld-by-data  field  Instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  the  data  field  number: 


Data  Field  Hua&er 

1  (Key) 

2 


Instructions 

Project  Development  Code  (A5):  Enter  the  code,  from  the  Reg¬ 
ister  of  Data  Stsndards,  IDLPRJ. 

Report  Number  (N2) :  The  Initial  filing  for  any  project  or 
development  will  always  be  noted  as  report  ''01",  and  subse¬ 
quent  (biennial)  reports  are  to  be  nund>ered  In  sequence. 
(NRCADL) 

Project  Type  (Nl):  Enter  "I”  for  projects  under  major  Federal 
Power  Commission  license,  and  "2''  for  projects  under  minor 
Federal  Power  Conmlsslon  license.  (Minor  projects  are  those 
with  2,000  horsepower  or  less  Installed  capacity.)  (INETOR)  ■ 

Development  Name  (A30) :  Enter  the  name  of  the  development 
corresponding  to  the  code  entered  In  data  field  1  above,  from 
the  Register  of  Data  Standards,  IDLPRJ.  Note:  A  separate 
report  must  be  submitted  for  each  development. 
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FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

- 

DETAILED  INSTRUCTIONS: 

SCHEDULE  0701  LICSISED  PROJECT  RECREATION  DATA  -  PART  II 

2  of  A 

Data  Field  Nundier 

Instructions  I 

5 

Date  Report  As  Of  (N6):  Enter  the  date  of  the  report,  in  the 
fomat  MMDDYY.  (TMDATE) 

6  (Key) 

Type  Cost  Code  (NI):  This  is  a  preprinted  data  field  for 

Federal  Power  Conmission  internal  processing  only.  (TYCSRV) 

NOTE:  Data  field 

7  refers  to 

recreation  and  total  costs. 

7 

Amount  Recreation  Cost  (NIO)  DOL:  Enter  (in  dollars)  the 

total  cost  for  each  type  (preprinted  number  in  data  field  6 
above)  in  each  separate  field.  For  detailed  information  about 
each  type,  refer  to  the  following  list: 

(1) 

Land  &  Land  Rights:  Enter  the  total  recreation  cost  (in 
dollars)  for  the  development  charged  to  Uniform  System  of 
Accounts  Number  330.00.  Land  and  Land  Rights. 

(2) 

Structures,  Improvements  &  Equipment:  Enter  the  total 
recreation  cost  (in  dollars)  for  the  development  charged 
to  Uniform  System  of  Accounts  Numbers  331.00,  332.00,  and 
335.00,  Structures,  Improvements  and  Equipment. 

(3) 

Recreation  Investment:  Enter  the  gross  recreation  in- 
vestment  (in  dollars)  for  the  development.  This  entry 
is  the  total  of  (1)  and  (2)  above. 

(4) 

Annual*  Operating  Expenses :  Enter  the  total  recreation 
cost  (in  dollars)  for  the  development  charged  to  Uniform 
System  of  Accounts  Numbets  537.00  and  545.00,  Annual 
Operating  Expenses. 

(5) 

Total  Investment:  Enter  the  total  original  cost  (in  dol- 
lars)  of  the  development,  including  the  investment  in  rec¬ 
reation  facilities  and  land  from  (3)  above  charged  to 
Uniform  System  of  Accounts  Numbers  301.00-399.00. 

(6) 

Total  Annual  Recreational  Revenues:  Enter  the  total  annua] 
revenues  (in  dollars)  received  by  the  Licensee  from  all 
recreational  uses,  including  rentals  and  lease  fees  from 
contract  concessionaires,  cottages,  homes,  and  campsites, 
charged  to  Uniform  System  of  Accounts  Number  456.00. 

nOTE:  Data  field  8  throu^  13  refer  to  types  of  recreational  fees. 

8  (Key) 

Fee  Indicator  (Nl) :  Enter  "1"  if  no  fee  charged  or  "2"  if 
admission,  entrance  or  user  fee  is  charged.  (INETOR) 
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FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTRUCTIONS: 

SCHEDULE  0701  LICENSED  PROJECT  RECREATION  DATA  -  PART  II 

3  of  4 

Data  Field  Number 

Instructions 

9  (Key) 

Name  of  Service  (A25):  Enter  the  name  of  each  type  of  ser- 
vice,  activity  and  facility  for  which  fees  or  charges  are 
collected  at  project  (fevelopment.  (IDNAME) 

10 

Maximum  Amount  (N3.2)  DOL:  Enter  the  maximum  amount  (in  dol- 
lars)  charged  for  the  corresponding  service  reported  in  data 
field  9  above. 

11 

Minimum  Amount  (N3.2)  DOL:  Enter  the  minimum  amount  (in  dol- 
lars)  charged  for  the  corresponding  service  reported  in  data 
field  9  above. 

12 

Type  Fee  Per  Service  (Nl):  Enter  the  basis  for  charge  or 
fee.  Use  one  of  the  following  codes:  (TTPPGP) 

y 

1  -  Individual  person 

2  -  Family  group 

3  -  Other  group 

13 

Time  (Al):  Enter  the  unit  of  time  of  the  charge  or  fee.  Use 
one  of  the  following  codes:  (TYFREQ) 

• 

C  -  Continuously 

H  -  Hourly 

D  -  Dally 

W  -  Weekly 

M  -  Monthly 

Q  -  Quarterly 

S  -  Semi-annually 

A  -  Annually 

0  -  Other 

NOTE:  Data  fields 

14  through  16  refer  to  land  based  facilities  adjoining  project  lands. 

14  (Key) 

Type  Recreation  Facility  (N2):  Enter  the  code,  from  the 
Register  of  Data  Standards.  TTRCFC. 

15 

Total  Number  (N8)  NO:  For  each  type  of  land  based  facility, 
enter  the  nuinber  of  such  facilities  which  adjoin  project  lands, 
are  owned  and  operated  by  other < than  Licensee,  and  provide 
a  public  service  or  involve  access  to,  or  recreational  use  of, 
development  lands  or  water. 

16  (Key) 

Other  Type  Recreation  Facility  (A20):  Enter  the  other  type 
recreation  facility  if  there  is  no  specific  code  provided  in 
the  Register  of  Data  Standards.  The  total  number  of  facilities 
of  the  type  specified  in  this  data  field  shall  be  entered  in 
data  field  15  above. 
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FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTRDCTIONS : 

SCHEDULE  0701  LICENSED  PROJECT  RECREATION  DATA  -  PART  II 

4  of  4 

Data  Field  Nuiid)er  Instructions 


NOTE;  Data  fields  17  through  22  refer  to  other  project  features. 

17  (Key).  Indicator  Trout  Fishing  (Nl);  Enter  "1”  for  yes,  if  project 

waters  provide  trout  fishing;  if  not,  enter  "0".  (INYONO) 

18  Indicator  Warm  Water  Fishing  (Nl):  Enter  "1”  for  yes,  if  pro¬ 
ject  waters  provide  warm  water  fishing;  if  not,  enter  **0". 
(INYONO) 

19  Indicator  Water  Fowl  Hunting  (Nl):  Enter  "1”  for  yes,  if  pro¬ 
ject  provides  opportunity  for  hunting  waterfowl;  if  not,  enter 
”0''.  (INYONO) 

20  Indicator  Upland  Birds  Hunting  (Nl):  Enter  "1"  for  yes,  if 
project  provides  opportunity  for  hunting  upland  game  birds; 
if  not,  enter  "0".  (INYONO) 

21  .  Indicator  Small  Game  Hunting  (Nl):  Enter  "1"  for  yes,  if 

project  provides  opportunity  for  hunting  small  game;  if  not, 
enter  ”0*’.  (INYONO) 

22  Indicator  Big  Game  Hunting  (Nl):  Enter  ”1”  for  yes,  if  pro¬ 
ject  provides  opportunity  for  hunting  big  game;  if  not,  enter 
"0".  (INYONO) 
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DETAILED  INSTRDCTIONS : 
SCHEDULE  0702 


FEDERAL  POWER  COMMISSION 
REGULATORY  INFORMATION  SYSTEM 


LICENSED  PROJECT  RECREATION  DATA  -  TEXT 


1  of  2 


I.  DESCRIPTION 

This  schedule  Is  used  to  collect  data  on  the  use  and  development  of  public  recreational 
facilities  at  hydroelectric  projects  under  major  and  minor  Federal  Power  Commission 
licenses. 

II.  GENERAL  INFORMATION 

A.  This  schedule  shall  be  submitted  for  projects  under  license  except  for  those  proj¬ 
ects  that  have  been  exempted. 

B.  Respondents  shall  complete  all  data  fields  on  this  schedule  in  their  first  sub¬ 
mission.  On  subseqtient  submissions,  respondents  shall  submit  only  appropriate 
identification  (key  data  fields)  and  changed  values,  additions,  and  deletions. 

C.  Submit  a  separate  schedule  for  each  project  development. 

D.  Submit  Schedule  0852  (System  Maps  and  Diagrams)  with  map  of  the  reservoir  or  proj¬ 
ect  area  showing  project  boundary,  public  access  roads  and  areas,  public  use 
facilities  and  recreation  areas  as  listed  on  this  schedule  (0702) .  On  the  map 
list  the  distances  from  the  nearest  paved  highways  to  the  main  entrances  of  the 
project  development.  Show  access  roads  to,  and  within,  the  project  area  and 
whether  they  are  public  or  private;  if  traffic  counters  are  use,  give  average 
daily  vehicle  counts.  Indicate  the  t3rpe  of  surfacing  and  road  standard  if  road 
use  is  restricted.  Also  show  Forest  Service,  State  Park,  or  other  trails  if  they 
are  the  only  means  of  access  to  portions  of  the  project  development  used  for  rec¬ 
reation,  and  if  the  project  is  in  or  near  an  urban  area,  indicate  what  public 
transportation  is  available. 

Ill,  DETAILED  INSTRUCTIONS 

The  following  data  field-by-data  field  Instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  the  data  field  number: 


Data  Field  Hu]id>er 


Instructions 


1  (Key) 


Project  Development  Code  (AS):  Enter  the  code,  from  the 
Register  of  Data  Standards,  IDLPRJ.  ^ 

Report  Ntmber  (N2):  The  initial  filing  for  any  project  or 
development  will  always  be  noted  as  report  **01",  and  subse¬ 
quent  (biexmlal)  reports  arp  to  be  numbered  in  sequence. 
(NRCADL) 

Project  Type  (Nl):  Enter  ”1”  for  projects  under  major 
Federal  Power  Commission  license;  ''2"  for  projects  under 
minor  Federal  Power  Commission  license.  (Mnor  projects  are 
those  with  2,000  horsepower  or  less  Installed  capacity.) 
(INETOR) 
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FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTRDCTIOMS : 

SCHEDULE  0702  *  LICENSED  PROJECT  RECREATION  DATA  -  TE3CT 

2  of  2 

Data  Field  Nuiid>er 

Instructions 

4 

Develonment  Name  (A30):  Enter  the  name  of  the  development 
corresponding  to  the  code  entered  In  data  field  1  above, 
from  the  Register  of  Data  Standards,  IDLPRJ.  Note:  A  sepa- 
rate  report  must  be  submitted  for  each  development. 

5 

Date  Report  As  Of  (N6):  Enter  the  date  of  the  report.  In 
the  format  MMDDYY.  (TMDATE) 

6  (Key) 

Type  Features  (Al):  This  Is  a  preprinted  data  field  for 

Federal  Power  Comolsslon  Internal  processing  only.  (IDDESC) 

7-A 

Other  Features  (A250):  Report  any  other  Information  which 

Is  not  covered  In  any  of  the  five  following  schedules: 

0700,  0701,  0703,  0704,  and  0706.  (IDDESC) 

7-B 

Reservoir  Operation  During  the  Recreational  Season  (A210):  / 

Note  whether  the  operation  Is  compatible  with  recreation 
and  the  maintenance  of  fish  and  wildlife  habitat.  Tallrace 
operation  Is  to  be  Included  in  the  report  If  fish,  wildlife, 
or  recreation  are  affected.  (IDDESC) 

7-C 

The  Area  Climate  (A210):  List  elements  of  the  climate  which 
make  the  prolect  area  pleasant  for  recreational  use.  such 
as  "moderate  summers"  or  which  limit  or  otherwise  adversely 
affect  recreational  use  such  as  "rainy,  cold  summers",  etc. 
(IDDESC) 

7-D 

Other  Recreation  Facilities  Available  (A210):  List  by  name, 
major  outdoor  recreation  attractions  within  50  miles  of  the 
project  development  center  which  are  considered  competitive 
and  significantly  affect  the  use  of  the  development  for 
recreation.  This  would  Include,  primarily,  lakes  and  reser- 
voir a  which  are  developed  for  similar  recreational  pursuits. 
(IDDESC) 

7-E 

Land  and  Water  Control  Policy  (A210):  Briefly  state  your 
program  or  policy  for  management  of  project  waters  and  lands 
for  recreational  use,  giving  consideration  to  maintenance 
of  grounds  and  facilities  and  rules  and  regulations  for  ad¬ 
ministration,  especially  In  the  interest  of  safety  and  maxi¬ 
mum  enjoyment.  Including  patrolling,  zoning,  and  other  control 
measures.  Include  methods  used  to  publicize  access  and 
recreation  facilities.  (IDDESC) 
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FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTRUCTIONS : 

SCHEDULE  0703  LICENSED  PROJECT  RECREATION  DATA  -  PART  III 

1  of  3 

r 

I.  DESCRIPTION  1 

This  schedule  Is  used  to  collect  data  on  the  use  and  development  of  public  recreational 
facilities  at  hydroelectric  projects' under  major  and  minor  Federal  Power  Commission 
license. 


II.  GENERAL  INFORMATION 

A.  This  schedule  shall  be  submitted  for  projects  tmder  license  except  for  those  proj- 
.ects  that  have  been  exempted. 

B.  Respondents  shall  complete  all  data  fields  on  this  schedule  in  their  first  submis¬ 
sion.  On  subsequent  submissions,  respondents  shall  submit  only  appropriate  iden¬ 
tification  (key  data  fields)  and  changed  values,  additions,  and  deletions. 

C.  Submit  m  separate  schedule  for  each  project  development. 

III.  DETAILED  INSTRUCTIONS 

The  following  data  f leldr>by-data  field  Instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  data  field  number: 

Data  Field  Number  Instructions 


1  (Key)  Project  Development  Code  (A5):  Enter  the  code,  from  the 

Register  of  Data  Standards,  IDLPRJ. 

2  Report  Number  (N2):  The  Initial  filing  for  any  project  or 
development  will  always  be  noted  as  report  "01",  and  subse¬ 
quent  (biennial)  reports  are  to  be  numbered  In  sequence. 
(NRCADL) 

3  Project  Type  (Nl):  Enter  "1"  for  projects  under  major  Federal 
Power  Commission  license;  "2"  for  projects  under  minor  Federal 
Power  Commission  license.  (Minor  projects  are  those  with 
2,000  horsepower  or  less  Installed  capacity).  (INETOR) 

4  Development  Name  (A30):  Enter  the  project  development  name. 

A  separate  schedule  must  be  submitted  for  each  development. 
(IDLPRJ) 

5  Date  Report  As  Of  (N6):  Enter  the  date  of  the  report.  In  the 
format  MMDDYY.  (TMDATE) 

ROTE:  Data  fields  6  through  9  refer  to  public  use. 

6  (Key)  Type  Public  Use  (Nl) :  Enter  the  code  for  ultimate  and  existing 

type  of  public  use  facilities  from  the  following  list:  (TTTMPD) 

Code  Type  Public  Use 

2  *  Existing 

3  ■  Ultimate 
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FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTRDCTIOMS : 

SCHEDULE  0703  LICENSED  PROJECT  RECREATION  DATA  -  PART  III 

2  of  3 

Data  Field  Number 

Instructions 

7  (Key) 

Indicate  Day/Ovemlght  (Nl):  Enter  "1”  for  day;  ”2"  for  over- 
night.  (INETOR) 

8 

Number  of  Annual  Visitations  (N5)  mO:  Enter  the  number  of 
annual  daytime  visitations  (in  1000* s  of  recreation  days).  A 
"recreation  day"  is  defined  as  a  standard  unit  of  use  consist¬ 
ing  of  a  visit  by  one  Individual  to  a  recreation  development 
or  area  for  recreation  purposes  during  any  portion  of  a  24-' 
hour  period.' 

9 

Average  Hunger  of  Weekend  Visitors  (N6)  CNO:  Enter  the  number 
of  overnight  visitors  (in  100' s)  on  an  average  peak  weekend  day. 

NOTE:  Data  fields  10  through  19  refer  to  facilities  located  at  developments  within 
project  boundary. 

10 

Type  Recreation  Facility  (N2):  Enter  the  code  for  type  of  rec- 
reatlon  facility,  from  the  Register  of  Data  Standards.  TTRCFC. 

11 

Use  Capacity  (A4):  This  data  field  "Use  Capacity"  is  a  meas- 
ure  of  how  well  the  facilities  are  meeting  public  needs  as  ' 
the  proportion  of  actual  use  to  the  capacity  of  use  for  the 
facilities  and  is  usually  determined  by  field  observation  on  an 
average  weekend.  Give  your  best  estimate  to  the  nearest  10 
per  cent  for  each  type,  how  much  more  or  less  public  use  the 
existing  areas  and  facilities  can  reasonably  receive  (+  10 
per  cent  indicates  usage  could  be  Increased  by  that  amount; 

-  10  per  cent  Indicates  that  the  facilities  are  10  per  cent 
overused  on  an  average  weekend).  (IDDESC) 

12 

Existing  Free  Facilities  (N5)  NO:  Enter  the  number  of  existing 
free  facilities  at  development  for  each  of  the  applicable  types 
of  facility. 

13 

Existing  User  Fee  (N5)  NO:  Enter  the  nun^er  of  existing  facll- 
Ities  for  which  user  fees  are  charged  at  development,  for  each 
of  the  applicable  types  of  facility. 

14 

Ultimate  Free  Facilities  (N5)  NO:  Enter  the  number  of  ultimate 
free  facilities  (i.e..  the  total  number  of  facilities  for  thcT 
license  period)  at  development  for  each  of  the  applicable 
types  of  facility.  Note:  Data  field  14  should  Include  the 
facilities  entered  in  data  field  12  together  with  additional 
facilities  being  planned  for  the  future. 

15 

Ultimate  User  Fee  (N5)  NO:  Enter  the  number  of  ultimate  facil- 
ities  (i.e..  the  total  nuxnber  of  facllltes  for  the  license 
period)  for  which  user  fees  are  charged  at  development  for 
each  of  the  applicable  types  of  facility.  Note:  Data  field 
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Ip)  ^  CR 

FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

1  DETAILED  INSTRUCTIONS: 

1  SCHEDULE  0703 

LICENSED  PROJECT  RECREATION  DATA  -  PART  III 

3  of  3 

Data  Field  Nunber 


15  (cont'd) 


Instructions 

15  should  incliide  the  facilities  entered  in  data  field  13 
together  with  additional  facilities  being  planned  for  the  fi>- 
ture. 


NOTE:  Data  fields  16-18  apply  to  only  the  following  type  facilities  (TTRCFC) Complete 
data  fields  16-18  after  completing  data  fields  10-15.  For  other  type  facilities 
not  listed  leave  data  fields  16-18  blank.  ^ 

Code  Facility  Type 

12  *  Canoe  portages 
14  "  Swinning  areas 
20  ■  Hiking  and  riding  trails 
30  -  Playgroimd  areas 
40  ■  Picnic  areas 
50  Caiiq;>ing  areas 
99  -  Other 

Existing  Total  Area  (N5.2)  NO:  Enter  the  existing  total  acre¬ 
age  or  mileage  available  at  development  for  any  of  the  above 
facility  types  which  occur  in  data  field  10  above. 

Ultimate 'Total  Area  (N5.2)  NO:  Enter  the  ultimate  total  acre¬ 
age  or  mileage  available  at  development  for  any  of  the  above 
facility  types  which  occur  in  data  field  10  above. 

Unit  of  Measurement  (A5) :  Enter  the  unit  of  measurement 
(acres  or  miles)  for  each  type  of  facility  reported  in  data 
field  10  above.  (TTUNMS) 

Other  Type  Recreation  Facility  (A20) :  Enter  the  other  type 
recreation  facility  for  which  facility  type  "99"  (Other)  is 
entered  in  data  field  10  above.  (IDDESC) 


16 


17 


18 


19  (Key) 
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FEDERAL  POWER  COMMISSION 
REGULATORY  INFORMATION  SYSTEM 


DETAILED  INSTRUCTIONS: 


SCHEDULE  0706 


LICENSED  PROJECT  RECREATION  DATA  -  PART  IV 


1  of  2 


I.  DESCRIPTION  .  * 

This  schedule  Is  used  to  collect  data  on  the  use  and  development  of  public  recreational 
facilities  at  hydroelectric  projects  under  major  and  minor  Federal  Power  Commission 
license. 

II.  GENERAL  INFORMATION 

A.  This  schedtile  shall  be  submitted  for  projects  under  license  except  for  those  proj¬ 
ects  that  have  been  exempted. 

B.  Respondents  shall  complete  all  data  fields  on  this  schedule  on  their  first  sub¬ 
mission.  On  subsequent  submissions,  respondents  shall  submit  only  appropriate 
Identification  (key  data  fields)  and  changed  values,  additions  and  deletions. 

C.  Submit  a  separate  schedule  for  each  project  development. 

Ill,  detaup  instructions 

The  following  data  field-by-data  field  instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  the  data  field  number: 


Dath  Field  Number 


1  (Key) 


6  (Key) 


Instructions 

Project  Development  Coda  (A5):  Enter  the  code,  from  the 
Register  of  Data  Standards,  IDLPRJ. 

Report  Number  (N2):  The  Initial  filing  for  any  project  or 
development  will  always  be  noted  as  report  "01"  and  subse¬ 
quent  (biennial)  reports  are  to  be  numbered  in  sequence. 
(NRCADL) 

Project  Type  (Nl):  Enter  "1"  for  projects  under  major  Federal 
Power  Commission  license;  "2"  for  projects  imder  minor  Federal 
Power  Commission  license.  (Minor  projects  are  those  with 
2,000  horsepower  or  less  installed  capacity.)  (INETOR) 

Development  Name  (A30) :  Enter  the  name  of  the  development 
corresponding  to  the  code  entered  in  data  field  1  above,  from 
the  Register  of  Data  Standards,  IDLPRJ.  Note:  A  separate 
report  must  be  submitted  for  each  development. 

Date  Report  As  Of  (N6) :  Enter  the  date  of  the  report ,  in 
the  format  MMIH>YT.  (TMDATE) 

Name  of  Agency  (A25) :  Enter  the  name  of  each  public  agency 
or  private  organisation  with  whom  you  have  consulted  regard¬ 
ing  recreation  matters  at  a  project  development,  and/or  who 
have  soBie  jurisdiction  over  the  recreation  lands,  water,  or 
facilities  within  project  boundaries,  or  some  responsibility 
for  the  preservation, -enhancement,  and  presentation  of  scenic. 
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FEDERAL  POWER  COMMISSION 
REGULATORY  INFORMATION  SYSTEM 


DETAILED  INSTRUCTIONS: 

SCHEDULE  0706  LICENSED  PROJECT  RECREATION  DATA  >  PART  IV 


2  of  2 


Data  Field  Number 


6  (cont'd) 


10  (Key) 


Inatructlona 

scientific,  and  historic  features  or  natural  resources  such 
as  fish  and  wildlife.  Do  not  Include  the  local  agencies 
responsible  for  health  and  safety  of  the  public.  (IDNAME) 

Address  of  Agency  (A35) :  Enter  the  address  of  each  agency 
in  the  corresponding  data  field  6  above.  (LCADDR) 

Type  (Nl):  Enter  one  of  the  following  codes  for  the  type  of 
each  agency.  (TTOWNA) 

1  -  Municipal  (or  City) 

2  -  Township 

3  -  Borough 

4  -  County  (or  Parish) 

5  -  Territory 

6  -  State  (or  District) 

7  -  Federal 

8  -  Private 

9  -  Other 

Cooperation  (Al):  Enter  the  type  of  cooperation  associated 
with  agency.  Use  one  of  the  following  codes:  (TYASST) 

P  -  Planning  (Consultation) 

D  -  Development  (Funding) 

M  -  Management  (Operation  and  Maintenance) 

Planned  Recreation  Facilities  Name  (A30) :  Enter  the  name  of 
any' recreation  development  or  facilities  which  are  planned 
for  completion  within  the  next  two  years.  (IDDESC) 
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mm 

FEDERAL  POWER  COMMISSION 

REGULATORY  INFORMATION  SYSTEM 

DETAILED  INSTBDCTIONS: 

SCHEDULE  0706  LICENSED  PROJECT  RECREATION  DATA  -  PART  IV 

1  of  2 

I.  DESCRIPTION  « 

This  schedule  Is  used  to  collect  data  on  the  use  sxul  development  of  public  recreational 
facilities  at  hydroelectric  projects  under  major  snd  minor  Federal  Power  Commission 
license. 

11.  (XNERAL  INFORMATION 

A.  This  schedule  shall  be  submitted  for  projects  under  license  except  for  those  proj¬ 
ects  that  have  been  exempted. 

B.  Respondents  shall  complete  all  data  fields  on  this  schedule  on  their  first  sub¬ 
mission.  On  subsequent  submissions,  respondents  shall  submit  only  appropriate 
Identification  (key  data  fields)  and  changed  values,  additions  and  deletions. 

C.  Submit  a  separate  schedule  for  each  project  development. 

111.  DETAUD  INSTRUCTIONS 

The  following  data  fleld-by-data  field  Instructions  are  cross-referenced  to  the  cor¬ 
responding  schedule  layout  by  the  data  field  number: 

Dath  Field  Number  Instructions 

1  (Key) 

Project  Development  Code  (AS):  Enter  the  code,  from  the 
Register  of  Data  Standards.  IDLPRJ. 

2 

Report  Nundier  (N2):  The  Initial  filing  for  any  project  or 
development  will  always  be  noted  as  report  "01"  and  subse¬ 
quent  (biennial)  reports  are  to  be  numbered  In  sequence. 

(NRCADL) 

3 

Project  Type  (Nl):  Enter  "1"  for  projects  under  major  Federal 
Power  Commission  license;  "2”  for  projects  under  minor  Federal 
Power  Commission  license.  (Minor  projects  are  those  with 

2,000  horsepower  or  less  Installed  capacity.)  (INETOR) 

4 

Development  Name  (A30):  Enter  the  name  of  the  development 
corresponding  to  the  code  entered  In  data  field  1  above,  from 
the  Register  of  Data  Standards.  IDLPRJ.  Note:  A  separate 
report  must  be  submitted  for  each  development. 

5 

Date  Report  As  Of  (N6):  Enter  the  date  of  the  report.  In 
the  format  MMDDYT.  (TMDATE) 

6  (Key) 

Name  of  Agency  (A25):  Enter  the  name  of  each  nubile  aaenev 
or  private  organisation  with  whom  you  have  consulted  regard¬ 
ing  recreation  matters  at  a  project  development,  and/or  who 
have  some  jurisdiction  over  the  recreation  lands,  water,  or 
facilities  within  project  boundaries,  or  some  responsibility 
for  the  preservation,  enhancement,  and  presentation  of  scenic. 

- — 

:  ■  ■  ...j 
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FEDERAL  POWER  COMMISSION 
REGULATORY  INFORMATION  SYSTEM 


DETAILED  INSTRUCTIONS: 


SCHEDULE  0706 


LICENSED  PROJECT  RECREATION  DATA  •  PART  IV 


Data  Field  Number 


Inatructlona 


6  (cont'd)  scientific,  and  historic  features  or  natural  resources  such 

as  fish  and  wildlife.  DO  not  Include  the  local  agencies 
responsible  for  health  and  safety  of  the  public.  (IDNAME) 

1  Address  of  Agency  (A35) :  Enter  the  address  of  each  agency 

in  the  corresponding  data  field  6  above.  (LCADDR) 

8  Type  (Nl) :  Enter  one  of  the  following  codes  for  the  type  of 

each  agency.  (TTOHNA) 

1  -  Municipal  (or  City) 

2  -  Township 

3  -  Borough 

4  -  County  (or  Parish) 

5  -  Territory 

6  -  State  (or  District) 

7  -  Federal 

8  -  Private 

9  -  Other 


10  (Key) 


Cooperation  (Al) :  Enter  the  type  of  cooperation  associated 
with  agency.  Use  one  of  the  following  codes:  (TYASST) 

P  -  Planning  (Consultation) 

D  -  Development  (Funding) 

M  -  Management  (Operation  and  Maintenance) 

Planned  Recreation  Facilities  Name  (A30) :  Enter  the  name  of 
any  recreation  developmant  or  facilities  which  are  planned 
for  completion  within  the  next  two  years.  (IDDESC) 
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DATA  ITEM  Li ST  MNEMONICS: 
DATA  ITEM  LIST  TITLE: 

DATA  ITEM  LIST  DESCRIPTION: 


DATA 

DATA  ITEM  LIST  SOURCE: 

DATA  ITEM  LIST: 

SEE  THE  FOLLOWING  DATA  ITEM  LISTS 
AS  APPLICABLE* 

FINANCIAL  ACCOUNTS,  ELECTRIC  A  &  B 
FINANCIAL  ACCOUNTS,  ELECTRIC  C  &  D 
FINANCIAL  ACCOUNTS,  GAS  A  &  B 
FINANCIAL  ACCOUNTS,  GAS  C  &  0 
FINANCIAL  ACCOUNTS,  MUNICIPAL 
FINANCIAL  ACCOUNTS,  LICENSEE 


ACCTML 

FINANCIAL  ACCOUNTS,  MULTIPLE  ' 

IDENTIFIES  A  MULTIPLE  DATA  ITEM 
FOR  WHICH  MORE  THAN  ONE' DATA  ITEM 
LIST  MAY  APPLY  (SEE  MULTIPLE  LIST 
REFERENCES  BELOW). 

FPC  STAFF 


ACELAB 
•  ACELCD 
ACGSAB 
ACGSCD 
ACMUNI 
ACLPRJ 
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DATA  ITEM  LIST  MNEM0NIC|^ 
DATA  ITEM  LIST  TITLE: 

DATA  ITEM  LIST  DESCRIPTION: 


DATA  ITEM  LIST  SOURCE: 

DATA  ITEM  LIST: 

ORGANIZATION 
FRANCHISES  AND  CONSENTS 
MISCELLANEOUS  INTANGIBLE 
PLANT 

(REST  TO  BE  SUPPLIED  WHEN 


ACLPRJ 

FINANCIAL  ACCOUNTS,  LICENSEE 

IDENTIFIES  THE  FINANCIAL  ACCOUNTS 
COMPRISING  THE  UNIFORM  SYSTEM  OF 
ACCOUNTS  AND  THE  RIS  SUPPLEMENTARY 
ACCOUNTS  FOR  LICENSEES. 

FPC  STAFF 

CODE 

301 

30a 

303 


FORM  IS  DUE.) 


s 
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DATA  ITEM  LIST  MNEMONIC: 
DATA  ITEM  LIST  TITLE: 

DATA  ITEM  LIST  DESCRIPTION: 


DATA  ITEM  LIST  SOURCE: 

DATA  ITEM' LIST: 

KERR 

KERR 

FLATHEAD  LAKE 
GREEN  ISLAND  PROJECT 
GREEN  ISLAND  PROJECT 
GREEN  ISLAND 
TWIN  FALLS  HYDRO  PRO 
(REST  TO  BE  SUPPLIED  WHEN  FORM  IS 


IDLPRJ 

ID,  LICENSED  PROJECTS/DEVELOPMENTS 

IDENTIFIES  FPC  LICENSED  PROJECTS 
AND  ASSOCIATED  DEVELOPMENTS. 

THE  PROJECT  IDENTIFICATION  IS 
GIVEN  FIRST,  FOLLOWED  BY  THE 
DEVELOPMENT.  THE  CODE  FORMAT  IS  ' 
PPPPD  WHCRE  P=NUMERIC  PROJECT 
CODE  AND  D=ALPHABETIC  DEVELOPMENT 
SUFFIX. 

FPC  STAFF  ‘  - 

CODE 

0005 

0005A 

0013 

001 3A 


0018 

DUE.) 


FIDfiRAL  REOISTR,  VOL  41,  NO.  147--THURS0AY,  JULY  29,' 1974 


S1764 


PtOPOSED  RUUS 


OATA  ITEM  LIST  MNEMONIC: 
DATA  ITEM  LIST  TITLE: 

DATA  ITEM  LIST  DESCRIPTION: 

DATA  ITEM  LIST  SOURCE: 

DATA  ITEM  LIST: 


IDPLNT 

ID,  ELECTRIC  POWER  PLANTS 

IDENTIFIES  ELECTRIC  POWER 
GENERATING  PLANTS  REPORTING 
TO  THE  FPC. 

FPC  STAFF  7 

(TO  BE  SUPPLIED) 


FIDOAL  tiOISTR,  VOL  41,  NO.  1 47— THUISDAY,  JULY  19,  1974 


•  V 


PROPOSED  RULES 

DATA  ITEM  LIST  MNEMONIC:  IDRE6N  . 


DATA  ITEM  LIST  TITLE:  ID,  FPC  REGIONS 


DATA  ITEM  LIST  DESCRIPTION: 

IDENTIFIES  SUBDIVISIONS  OF  THE 
US  DESIGNATED  REGIONS  BY  THE 
FPC. 

DATA  ITEM  LIST  SOURCE: 

FPC  STAFF, 

' 

DATA  ITEM  LIST: 

CODE 

•  ~  ABBREVIATION 

NEW  YORK 

1 

N 

•  ATLANTA 

2 

A 

CHICAGO 

3 

C 

FORT  WORTH 

4 

F 

SAN  FRANCISCO 

5 

xS. 
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V. 
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PROPOSED  RULES 


DATA  ITEM  LIST  MNEMONIC:  IDSTAT 


DATA  ITEM  LIST  TITLE: 

DATA  ITEM  LIST  DESCRIPTION: 


ID,  STATES  OF  THE  UNITED  STATES 

IDENTIFIES  THE  50  STATES,  THE 
DISTRICT  OF  COLUMBIA,  AND  THE 
OUTLYING  AREAS  OF  THE  US,  ALL 
.OF  WHICH  ARE  CONSIDERED  FIRST 
ORDER  SUBDIVISIONS  OF  THE  US. 


DATA  ITEM  LIST  SOURCE:  FIPS  PUB  5-1,  JUN  15,* 1970 


ITA  ITEM  LIST: 

CODE 

ABBREVITION 

AUBAMA 

01 

AL 

ALASKA 

02 

AK 

AMERICAN  SAMOA 

03 

AS 

ARIZONA 

04 

AZ 

ARKANSAS 

05 

AR 

CALIFORNIA 

06 

CA 

CANAL  ZONE 

07 

CZ 

COLORADO 

(REST  TO  BE  SUPPLIED  WHEN  FORM 

08 

IS  DUE.) 

CO 

/ 
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DATA  ITEM  LIST  MNEMONIC:  LCCOOR 

DATA  ITEM  LIST  TITLE:  LOCATION,  GEOGRAPHICAL' COORDINATES 

DATA  ITEM  LIST  DESCRIPTION:  DESIGNATES  A  POINT  ON  THE  SURFACE 

OF  THE  EARTH  BY  THE  ANGLE  EAST 
OR  WEST  OF  GREENWICH  AND  NORTH 

'or  south  of  the  equator,  the 

FORMAT  IS:  DDMMSSN,DDDMMSSW  WHERE 
D=DEGREES,  M=MINUTES,  AND 
S=SECONDS  OF  NORTH  LATITUDE  AND 
WEST  LONGITUDE. 

DATA  ITEM  LIST  SOURCE:  ANSI  X3L8/196  (DRAFT) 

DATA  ITEM  LIST:  (TO  BE  SUPPLIED  BY  THE  RESPONDENT 

^  WHEN  THE  FORM  IS  DUE.) 
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DATA  ITEM  LIST  MNEMONIC:  TYDCTN 

DATA  ITEM  LIST  TITLE:  TYPE  OF  GEOGRAPHIC  DIRECTION 


DATA  ITEM  LIST  DESCRIPTION: 


DATA  ITEM  LIST  SOURCE: 


INDICATES  THE  DIRECTION  OF  A  LINE 
FORM  A  POINT  ON  THE  SURFACE  OF 
THE  EARTH  BY  NAME  OR  ABBREVIATION 
OF  MAJOR  POINTS  OF  THE  COMPASS 
OR  BY  CODE  IN  ANGULAR  DEGREES 
CLOCKWISE  FROM  NORTH. 

I 

FPC  STAFF 


DATA  ITEM  LIST: 
NORTH 
NORTHEAST 
EAST 

SOUTHEAST 

SOUTH 

SOUTHWEST 

WEST 

NORTHWEST 


CODE 

000 

045 

090 

135 

180 

225 

270 

315 


ABBREVIATION 

N 

NE 

E 

SE 

S 

SW 

W 

NW 
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DATA  ITEM  LIST  MNEMONIC:  TYOWNA 

DATA  ITEM  LIST  TITLE;  TYPE  OF  OWNERSHIP/AUTHORITY 


DATA  ITEM  LIST  DESCRIPTION;  INDICATES  THE  TYPE  OF  OWNERSHIP 

OR  LEVEL  OF  GOVERNMENTAL  AUTHORITY. 


DATA  ITEM  LIST  SOURCE: 


FPC  STAFF 


DATA  ITEM  LIST: 

.  MUNICIPAL  (OR  CITY) 
TOWNSHIP 
BOROUGH 

COUNTY  (OR  PARISH) 
TERRITORY 

STATE  (  OR  DISTRICT) 
FEDERAL 
PRIVATE 
-  OTHER 


CODE 

1 

2 

3 

4 

5 

6 

7 

8 
9 


ABBREVIATION 

M 

T 

B 

C 

R 

S 

F 

P 

0 
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PROPOSED  RULES 


29,  1976 


REVONOENT  NAME 


FEDERAL  REGISTER,  VOL.  41,  NO.  1 47— THURSDAY,  JULY  29,  1974 


41,  NO.  147-THUI$DAY,  JULY  29,  1976 


AOmnOM.  nmUtMUm  and  AOJUITMtNT^-LICtWMD  »WOJ«CT  W>IIT 


FEDERAL  REGISTER.  VOL.  41,  NO.  1 47-THUR$OAY,  JULY  19,  1976 


PROPOSED  RULES 


VOi.  41,  NO.  147-^nilMMY.  JHIY  9f,  m« 


31778 


PROPOSED  RULES 


FEDEtAL  REGISTER,  VOL  41,  NO.  147— THURSDAY,  JULY  39,  1976 


Of  MCCIATION  IXPtNK  FON  LICtNMO  FNOJtCTt 


FEDERAL  REGISTER,  VOL.  41,  NO.  M7->THURSDAY,  JULY  79,  1976 


FEDERAL  REGISTER,  VOL.  41,  NO.  1 47— THURSDAY,  JULY  29,  1976 


5  8  8  S88B88S  =  C22SS5SS8SRR««»RRR8Raaa«*fiR«S58S8 


FEDRAL  REGISTER,  VOL.  41,  NO.  147--THURSDAY,  JULY  M,  1«7« 


OfCNATION  OF  LICENMO  FMXJECTS  ANO  THE  SALE  ON  UK  Of  ENE NOV 


PROPOSED  RULES 


31783 


29,  1976 


LV  NIT  OtNMATKm  IV  LKENMD  PNOJCCT 


MOISm,  VOL  41,  NO.  147— THUISDAY,  JIRY  flf,  1476 


PIDIRAL  RiOISTIR,  VOL.  41,  NO.  1 47— THURSDAY,  JULY  29,  1974 


LtClWWDWWMlCTHlCMATIOWMTA-fAWTI  |  PAOC  |  |  |  |  |  OF  |  |  |  | 


31786 


PROPOSED  RULES 


yi 


LICENKO  raOJECT  RECREATION  »ATA  -  PART  II 


KDfRAL  REOISTBI,  VOl.  41,  NO.  147 — ^THURSDAY,  JULY  29,  1976 


DIs^CIFIC 


PROPOSED  RULES 


31789 


29;  1976 


PCDERAL  REGISTER,  VOL.  41,  NO.  147— -THURSDAY,  JULY  29,  1976 


FIDfRAL  RiOISTER,  VOL  41,  NO.  1 47— THURSDAY,  JULY  29,  1976 


MOTI:  UTILIZf  TMI  IPACt  tlLOIIV  POM  NAMfUTlVt  imAMATlOItt,  CNAMTt.  OfUMS.  MM.  OlAQMMI.  0«  OTHIN 


147— THURSDAY^  JULY  29,  1976 


